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These reviews are prepared by the A.L.A. 
SusscripT1ion Books CommiTrTee. A review in 
this section does not denote a recommenda- 
tion of the work for purchase. Permission to 
quote any review from this section in full or 
in part must be obtained from the Publishing 
Department of the American Library Asso- 
ciation. Permission to quote a review in full 
will be granted only to the publisher of the 
work reviewed. 


The Consolidated-Webster Comprehen- 
sive Encyclopedic Dictionary: A Library 
of Essential Knowledge. Editor in chief: 
Franklin J. Meine. Associate editors: 
Harold Lee Hitchens, Helen Wicks. 
Chicago, Consolidated Book Publishers, 
1956 [c1954, 1950]. 36, 849, 768p. illus., 
maps. 26cm. Lacqroid $4. 

This is a one-volume encyclopedic dic- 
tionary which as stated on the verso of 
title page “. includes material con- 
tained in Webster’s Encyclopedic Diction- 
ary, copyright 1940, 1941, 1942; Webster’s 
Columbia Concise Dictionary, copyright 
1939, Columbia Educational Books, Inc.; 
The Modern Family Garden Book, copy- 
right 1935, 1940, 1941, by Roy E. Biles; 
and The Theory and Practice of Photog- 
raphy by Emile Brugiere.” It is stated that 
previous editions were published under 
the title Webster’s Comprehensive Ency- 
clopedic Dictionary (the title used on the 
dust jacket of the present work), but no 
copyright dates or publication dates are 
given. The Library of Congress Catalog 
of Books lists it with a 1941 publication 
date. Webster’s Columbia Concise Dic- 
tionary and Webster’s Encyclopedic Dic- 
tionary were reviewed in Subscription 
Books Bulletin, January 1941. 

Biographical sketches of Franklin J. 
Meine, editor in chief, appear in Who’s 
Who in America, 1954-1955, 1956-1957, but 
a search of several biographical diction- 
aries failed to find information about the 
two associate editors. Since 1937, Mr. 
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Just off press—an invaluable guide to 

the International Geophysical Year 

With marvelous clarity and simplicity, this special booklet sets forth the 
purpose and scope of the greatest scientific inquiry ever conducted by Man. 

Your students—their imaginations stirred by new discoveries—will be 

alert to science as never before. Help them to share and appreciate the 

scientific adventures of the coming year! What mysteries of the universe 

will our tiny satellites unveil? How will solar events be witnessed? Why 

is the ionosphere useful to us? Your students will find answers to their 

questions and be stimulated to further knowledge if you have The Ameri- 

cana’s illustrated guide to IGY. 





THE ENCYCLOPEDIA AMERICANA helps you 
more than ever this year 


Pre-eminent in the field of science, The Americana is the scholarly refer- 

ence work for students both young and old. Not only do its thirty volumes 

; contain the latest information in every field of science, they also include 
authoritative material that anticipates future developments. 

During this eventful year, you’ll use The Americana more effec- 

tively than ever if you have this carefully planned 24-page 

booklet. The twelve areas of IGY scientific investiga- 

tion are fully described, with helpful references 

to up-to-the-minute material in The Encyclo- 

pedia Americana. There is also a glossary of 

\ \ IGY terms and a section of intriguing geo- 























\ ; y] yi physical facts. 
We invite you to send for this free illustrated 
material today, and enrich your science program 
tomorrow. 
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This unique booklet helps you teach 
science at the ELEMENTARY SCHOOL level 


Practical guidance in organizing your elementary 

science program is abundantly present in this brand- 

new illustrated brochure. In a field where suitable 

material is too frequently lacking, this 80-page idea- 

treasury will have enormous day-to-day value. It © men ees ee oe 
helps you to plan units of study, suggests classroom 

activities that will reinforce science concepts, tells The Grolier Society Ine. 

you where to get useful related material, and indi- National School and Library Division GS1 
cates the most rewarding approach to each topic BY 2 West 45th Street, New York 36, N. Y. 

GRADE. Line drawings in color give positive in- Please send me, free, one copy of the illustrated booklet, Planning 





struction, and constant references guide you to the ie Eanes ne ae 
enormous wealth of science material in THE BOOK 

OF KNOWLEDGE. Use this booklet in connection Name______ ee 
with THE BOOK OF KNOWLEDGE to keep up with Address__ _— 
the new demands being made on you for science in- 


- Cw... ——- = — 
struction at the elementary level. H 


School___ “ SESE 


A comprehensive guide to the IGY 
for use in GENERAL SCIENCE CLASSES 


To help you relate your classroom instruction to the 
headline events of science during the coming year, 
THE BOOK OF POPULAR SCIENCE has prepared 
a 22-page booklet that describes the twelve great 
areas of investigation of IGY. Clearly and precisely, = 
it explains what scientists hope to find out and how 

they have planned their investigations. Because of 

popular interest, the section on satellites is especially all 

therough and is, in itself, a fascinating picture of 
man’s conquest of space. Throughout this useful book- 
let, references are made to the remarkable up-to-date 
material in the ten volumes of THE BOOK OF POP- 
ULAR SCIENCE, the basic illustrated reference 





The Grolier Society Inc. _ 
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2 West 45th Street, New York 36, N.Y. 
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Please send me, free, one copy of 22-page booklet, The International 
Geophysical Year, prepared by Dr. Alexander Joseph. 
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Meine has been editor of The American 
Peoples Encyclopedia and he was also edi- 
tor in chief of the 1940 edition of Nelson’s 
Encyclopedia. 

The book jacket advertises this work 
as an equivalent to a many-volume li- 
brary of useful facts, compiled to answer 
the “. . . daily reference needs in home, 
school or office,’ and describes it as 
“Twelve separate and complete books in 
one.” There are actually 13 separate sec- 
tions. These in sequence are a dictionary 
with two supplements; “The Pictorial Cy- 
clopedia of Nature”; “A Dictionary of 
Synonyms and Antonyms”; “Office Work- 
er’s Guide and Manual of Information,” 
including social security information; “A 
Cyclopedia of Business and Finance”; 
“Business Law Dictionary”; “Student’s 
and Author’s Manual of Information”; “A 
Medical Dictionary”; “A Dictionary of 
General Information”; “A Dictionary of 
Biography”; “An International Atlas and 
Gazetteer of the World”; “An Encyclope- 
dia of Gardening”; and “A Manual of 
Photographic Terms.” 

There is no table of contents for the 
volume but there is thumb indexing. The 
volume is not continuously paged; the 
Preface and preliminary explanations 
cover 10 unnumbered pages; the Supple- 
ment which precedes the Dictionary is 
paged 1 to 36; the Dictionary is paged 
1 to 849, including the second supplement; 
and beginning with “A Dictionary of 
Synonyms and Antonyms” the rest of the 
volume is paged 1 to 768. 

The volume is an inexpensive work. 
The information contained in it is popular 
in tone and the great variety of it com- 
pressed into a single volume results in 
concise definitions, explanations, and de- 
scriptions which in some sections are too 
brief for other than superficial use. 

The Preface to the dictionary portion of 
the volume states that there are more 
than 140,000 definitions and vocabulary 
terms included in it and that the words 
have been chosen primarily for their cur- 
rent and colloquial use. Many recently 
coined words and expressions such as 
brain washing, hot-rod, jamming, and H- 


bomb are included in the 36-page sup- 
plement preceding the dictionary along 
with some slang expressions. In another 
supplement following the dictionary there 
are a great many current‘scientific and 
technical words and terms as well as more 
common words such as artifacts, broad- 
casting, and cohort. 

Scientific words and terms also appear 
in the main portion of the dictionary. Of 
the 128 words and terms in the A section 
of the second supplement 15 are duplicated 
in the dictionary proper but not with the 
scientific definition as given in the supple- 
ment. According to the Preface, word 
meanings are illustrated by quotations or 
brief phrases whenever necessary but 
upon examination of the C and K sections 
no quotations were found. 

Preceding the vocabulary is the usual 
prefatory dictionary material. Words in 
the dictionary are printed in heavy bold- 
face type, the first letter capitalized, and 
derivatives and compounds are given in a 
single paragraph under them. Pronuncia- 
tion is indicated by rewriting the word in 
key letters with standard diacritical mark- 
ings. A key to the pronunciation is given 
at the bottom of the page. There are brief 
etymologies. Parts of speech are indi- 
cated and frequently the field of knowl- 
edge to which the term pertains is given. 
There are no illustrations. There are 
numerous cross references mostly because 
of the policy, as indicated above, of group- 
ing related words in a paragraph, e.g., 
clime is defined under climate; collision 
under collide; rarely, rareness, and rarity 
under rare. 

“The Pictorial Cyclopedia of Nature” 
comprises 15 pages of colored illustrated 
groupings. For the most part the color is 
reasonably good. The only text given in 
this pictorial section is the name of the 
specimen, e.g., Gila Monster, Jacob’s Lad- 
der, Alligator. Only two reptiles pictured 
on the pages “North American Reptiles” 
are listed and described in the dictionary. 
Six of the ten specimens on the page 
“Flowering Trees and Shrubs” are listed 
and described in the dictionary. Seventy- 
three pages of synonyms and antonyms 
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follow this “Pictorial Cyclopedia of Na- 
ture.” Logically, they should follow the 
dictionary. 

The “Office Worker’s Guide and Manual 
of Information” (68 pages) consists of a 
section on modern English usage, short- 
hand and typing, abbreviations including 
those for societies and organizations, rules 
and examples for alphabetical filing, letter 
writing including forms of address for 
government and ecclesiastical officials, 
office routine, postal information, and so- 
cial security information with tables. So- 
cial security information does not cover 
the 1955 amendments. The information 
included is seemingly accurate but brief. 

“A Cyclopedia of Business and Finance” 
(19 pages) includes a section on business 
arithmetic. The “Business Law Diction- 
ary” (48 pages) contains such headings as 
affidavits, bankruptcy, copyright, employ- 
er and employee, will. The “Student’s 
and Author’s Manual of Information” (39 
pages) includes information on choosing 
a career which is in the form of a dic- 
tionary of careers, writing to sell, musical 
signs and abbreviations, sizes of type, and 
proofreader’s marks. There is also a table 
of weights and measures, a list of given 
names of men and women, foreign words 
and phrases, a dictionary of classical 
mythology, and a list of outstanding ref- 
erence books in various fields. Most of 
the information in these sections is too 
brief to be of profound use; that in the 
dictionary of careers is also too general. 

“A Medical Dictionary” (42 pages) is a 
compendium of medical terms and in- 
cludes such recent terms as histamine and 
antihistamine and aureomycin. 

“A Dictionary of General Information” 
(115 pages) covers the fields of art, archi- 
tecture, literature, music, history, science, 
biology, anthropology, anatomy, geology, 
navigation, invention, economics, com- 
merce, and industry. From the text of 
many of the entries, it would appear that 
this section has undergone little if any 
revision since 1939. There is no listing for 
World War II or the Korean War. The 
European War, 1914-18, is listed under 
Great War with no cross reference from 


World War I or from European War. Under 
Dictator the concluding sentence reads: 
“Although the title is avoided in modern 
Europe, the rulers of the fascist and com- 
munist states, Mussolini, Hitler, and Stalin 
are dictators.” The latest figures for ad- 
vertising in the U.S. are for 1938; the 
production figures for corn are 1939; and 
there is no mention of the 22d amendment 
to the U.S. Constitution, which went into 
effect in 1951. 

All of the 17 entries on the first page 
of the “General Information” section and 
23 out of 28 entries on page 323 are dupli- 
cated in the dictionary. However, in most 
cases, more information is given in this 
section than in the dictionary. 

“A Dictionary of Biography” covers 104 
pages and purports to include “Important 
facts and leading achievements in the 
lives of the most distinguished men and 
women of all ages and countries.” Its cov- 
erage is reasonably good; however, there 
are some distinguished names which might 
merit inclusion, i.e., Marian Anderson, 
John Foster Dulles, Chief Justice Earl 
Warren, John Steinbeck, Eugene Or- 
mandy, and George Washington Carver. 
The names of Clark Gable and Greta 
Garbo are listed. Important later infor- 
mation is omitted from some biographical 
sketches, e.g., the sketch of Harry Emer- 
son Fosdick indicates he is still minister 
of Riverside Church. He retired from that 
office in 1946. Death dates appear con- 
sistently for 1952, although the death date 
of Robert A. Taft in July 1953 is recorded. 
That of Chief Justice Frederick M. Vinson 
(September 1953) and that of Eugene 
O’Neill (November 1953) do not appear. 

“An International Atlas and Gazetteer 
of the World” has nine undated maps in 
color, prepared by C. S. Hammond & 
Company. The maps include one of the 
world on which are marked capitals of 
the countries and some of the largest cities 
but the scale is so small the printing is 
difficult to read. The maps of Europe, 
Canada, the United States, South Amer- 
ica, Africa, and Australia and New 
Zealand are more easily read. Included 
in the 40 pages of text are tables of air- 
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line distances, elements of the solar sys- 
tem, and dimensions of the earth and 
charts of the character of land of the 
earth, land and ocean areas, and time 
throughout the world. Population figures 
for the United States are from the 1950 
census. 


“An Encyclopedia of Gardening” (68 
pages), by Roy E. Biles, was formerly pub- 
lished as The Modern Family Garden 
Book, copyright 1941, 1940, and 1935. No 
further information is given about the 
author and he does not appear in the 
standard biographical directories. Besides 
general information, it has garden hints 
for each month of the year. The informa- 
tion given is good. There are numerous 
charts and illustrations, especially how- 
to-do-it illustrations. Following this is 
“A Manual of Photographic Terms” (34 
pages) which is arranged in dictionary 
style with cross references. There are 
over 1,200 photographic terms included 
and their definitions are very brief. Of 
the 68 entries in the B section only one is 
duplicated in the main dictionary with a 
definition which is too general to apply 
specifically to photography. There are no 
illustrations. 

The book is badly printed on poor, 
lightweight paper in varying sizes of type 
—that in the dictionary portion in par- 
ticular is sometimes so small as to be 
almost illegible—and in varying number 
of columns to the page. It is poorly bound 
in lightweight cloth without any reinforc- 
ing at the hinges. 


The Consolidated-Webster Comprehen- 
sive Encyclopedic Dictionary as a one- 
volume inexpensive reference work with 
a great quantity of general information 
has a strong appeal for home and office 
use. However, the apparent lack of con- 
sistent up-to-dateness, the brevity of its 
definitions, explanations, and descriptions, 
the inconsistent placing of words and sec- 
tions of information, the difficulty of 
easily locating specific information, and 
the poor printing and format inhibit its 
general usefulness. It is therefore not rec- 
ommended. 


Forthcoming 
books 


Since most of these entries are made 
from galley proofs, information for full im- 
print is lacking. Full imprint, classification, 
subject headings, and L.C. card number are 
given for each in the second entry in the 
Classified books or Fiction section after the 
finished book is received in this office. 


NONFICTION 


Harriman, Margaret (Case). And the 
price is right. Illus. by Roy Doty. World, 
$4. January 20. 

The information that the Queen of Tonga, 
who stole the show at Queen Elizabeth’s 
coronation procession, purchased her entire 
costume by mail order from Macy’s Tall Girl’s 
Shop, appropriately opens an amusing but 
informative history of the New York depart- 
ment store with an international reputation. 
Anecdotes piled upon anec‘otes displav the 
originality, daring, sound merchandising 
sense, and shrewd use of employees’ talents 
which have transmuted Rowland Macy’s small 
fancy dry goods store, established in 1858, 
into a multimillion-dollar business, a hecti- 
cally busy city in itself, and a pioneer in 
many merchandising areas. 


Swanberg, W. A. First blood; the story of 
Fort Sumter. Scribner, $5.95. January 27. 


The political steps that led to the attack on 
Fort Sumter, the personalities of key figures 
in government and army positions, and the 
attitudes of the civilian populace of Charles- 
ton as well as the taking of the fort are ex- 
amined to give a comprehensive view of the 
Fort Sumter engagement and its significance 
as the opening of hostilities between the 
North and the South. Longer than Mere- 
dith’s Storm over Sumter, also listed in this 
issue, but equally readable. 


FICTION 


Hadley, Arthur T. The joy wagon. Viking, 
$3.50. February 6. 


Having rendered signal service to the US. 
government, an electronic calculator known 
as Microvac is retired to its home labora- 
tories and set to making a duplicate of it- 
self. A campaign manager comes to consult 
Microvac about possible Presidential candi- 
dates and goes away committed to the ma- 
chine, the perfect candidate that is tireless, 
has no scruples, can talk out of both sides 
of its mouth at once, and erases promises as 
soon as made. This biting but very funny 
satire ends explosively when a woman’s friv- 
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olous action reveals that Microvac, while 
reporting his failure to make more machines, 
has been secretly constructing a whole army 
of automatons intended to supersede human 
beings. 


Humphrey, William. Home from the hill. 
Knopf, $3.95. January 13. 


The opening scene which shows the unex- 
pected arrival of a hearse in a small Texas 
town sets the tone for the story of a gentle- 
man philanderer, his wife, and his legitimate 
son. As the townspeople realize that Han- 
nah Hunnicutt’s body is being brought back 
to be buried under the stone she had pre- 
pared many years before, the story gradually 
unfolds of why Hannah had hated her hus- 
band and why their only son’s life ended 
tragically. Wade Hunnicutt is seen as a hand- 
some, capable, and admired leader in the 
community whose hunting ability is rivaled 
only by power over women. Marrying 
him in innocence, Hannah becomes disgusted 
and embittered over her husband’s affairs; 
she encourages her son, however, to emulate 
his father as a hunter and cannot prevent 
the boy’s adoration of his father. The leisure- 
ly pace of narration reflects the general at- 
mosphere of the locale portrayed but belies 
the dramatic intensity of the story. 


| 


Classified 
books 


100-200 PHILOSOPHY—RELIGION 


Ellis, Albert. How to live with a neurotic. 
1957. 206p. Crown, $3.95. 


Convinced that the relatively well-adjusted 
person who is closely associated with a trou- 
bled individual can learn to live comfortably 
with him and help him over his difficulties, 
a clinical psychologist and marriage counselor 
offers guidance and encouragement. Assum- 
ing that the disturbed person is not a psy- 
chotic—when professional assistance is im- 
perative—the relative or friend can cultivate 
an accepting, permissive attitude, try to un- 
derstand the causes of anxiety and other 
neuroses, and work with the neurotic toward 
a satisfactory recovery. Occasionally seems 


over-simplified, but in general dispenses 
sensible, warmhearted advice. 
4150.13 [616.85] Neuroses 57-12823 (W) 
Scott, Ann, pseud. Woman with arthritis; 
the true story of a recovery. 1957. 238p. 
Abelard-Schuman, $3.50. 


Now that she has achieved balance and an 
affirmative attitude toward life, a former suf- 
ferer from rheumatoid arthritis writes a rath- 
er stark and unsparing account of the pain- 
ful physical and emotional experiences that 
impelled her reluctant submission to psycho- 
therapy; she also chronicles the milestones 
of her treatment, in which she came to rec- 
ognize her arthritic symptoms as the mistaken 
means by which a forceful but misdirected 
personality sought to express its need to 
dominate, a reaction carried over from child- 
hood rebellion against unreasonable parental 
authority. Although this reads like a novel 
and lacks the personal warmth of Picker’s 
My inward journey (Booxuist 54:188, D 1 
57) it will interest the same audience. 

4131.32 Arthritis || Psychotherapy—Cases, clinical 
reports, statistics 57-12058 


Toynbee, Arnold Joseph. Christianity 
among the religions of the world. 1957. 
116p. Scribner, $2.75. 


In essays devoted to comparisons between the 
great living religions, characteristics of the 
contemporary world, Christianity’s relation 
to Western civilization, and the Christian 
approach to contemporary non-Christian 
faiths a noted historian submits that Chris- 
tianity must lose its parochial viewpoint and 
acknowledge that some of its teachings are 
shared by the Eastern religions. He main- 
tains that if the idea that man is not supreme 
in the universe is to survive Christianity must 
take the initial steps in reconciling divergent 
faiths grounded on this belief. A brief but 
thorough interpretation based on lectures 
given in 1955 at Andover Newton Theological 
School, the Episcopal Theological School, and 
Union Theological Seminary. For the reflec- 
tive reader. 
290 Christianity and other religions || Religions 
57-12066 (W) 


300 SOCIAL SCIENCES 


Cleveland, Harlan and Mangone, Gerard 
J., eds. The art of overseasmanship. 1957. 
150p. illus. Syracuse Univ., paper-cov- 
ered boards, $3. 

Ten experts in overseas work and foreign re- 
lations contribute to a book examining U/S. 





The Booklist uses the Decimal classification and the subject headings on Library of Congress cards 


when these are available. 
indicated by a dagger (7). 


Classification and subject headings assigned in the Booklist office are 
Alternative classification is given in brackets 


Classification numbers 


preceded by an asterisk (*) are assigned from the 15th edition of the Decimal classification; both 
the 14th and 15th editions are used by the Library of Congress Decimal Classification Section and by 
the Booklist. Libraries may wish to modify classification and subject headings to accord with their 


own collections. 
Parentheses ( 
card for a different edition. 


) around an L.C. card number indicate an open entry card; brackets [ 


] indicate a 


A (W) at the end of an entry indicates that H. W. Wilson catalog cards are available for the title. 
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business abroad, lessons in foreign aid learned 
in Europe and Asia, and formal and informal 
types of diplomacy as typified on one hand 
by ambassadors and information specialists 
and on the other by exchange students and 
tourists. Personality adjustment of the over- 
seas worker is also considered as is the train- 
ing for those desiring international careers. 
Up-to-date, authoritative information based 
largely on a Conference on Americans at 
Work Abroad held in March, 1957, by the 
Maxwell School of Citizenship and Public 
Affairs at Syracuse University. 


370.19 Intercultural education 57-12565 


Danforth, Harold R. and Horan, James 
David. The D.A.’s man. 1957. 361p. illus. 
Crown, paper-covered boards with cloth 
backbone, $4.95. 


Dan Danforth, in collaboration with a New 
York reporter, tells of an apprentice period 
as a guard in New York reformatories and 
of a 16-year stint as a criminal investigator 
during the Thomas E. Dewey era in the New 
York district attorney’s office. The realistic 
accounts of swindlers, rackets and racketeers, 
murders, delinquents, and runaways pro- 
vide dramatic, sometimes appalling, behind- 
the-scenes views of big-city crime and cor- 
ruption. A brisk, forthright, and occasionally 
witty on-the-spot account. 
+364.12 Crime and criminals—New York (City) 
57-8770 (W) 


Dykeman, Wilma and Stokely, James. 
Neither black nor white. 1957. 371p. Rine- 
hart, $5. 


A black-and-white mosaic of contemporary 
Southern life pieced together by a husband 
and wife who recently made an extensive 
trip through the region to study informally 
the affects of segregation-desegregation. 
While the authors’ commentaries are reveal- 
ing it is the words of the many Negroes and 
whites with whom they talked which carry 
the greatest impact, reflecting as they do the 
bigotry, hatred, courage, and compassion 
which exist side by side in today’s South. 
An honest and, in many instances, shocking 
report, by two liberal Southerners who mem- 
orably mirror the transition period of a re- 
gion and a way of life. The Southern Educa- 
tion Reporting Service’s With all deliberate 
speed, listed below, offers an impartial treat- 
ment of the same subject. 

325.260975 Southern States—Race question || Ne- 
groes—Segregation 57-11617 (W) 


Gellermann, Henry. How to make money 
make money. 1957. 305p. Crowell, pa- 
per-covered boards, $4.50. 

“Professional advice about stocks and bonds.” 
—Subtitle. In breezy, informal style an in- 
vestment executive and business and finan- 
cial news consultant supplies the beginner 
with the information he needs to speculate 
intelligently. The characteristics of stocks, 
preferred stocks, bonds, and debentures are 
compared and tips on how and when to buy 


and sell are proffered. Useful tables give 
the dividend policies of some leading corpo- 
rations, the 50 most popular stocks, and 
typical portfolios for growth or income. Nota- 
ble among the appended lists are Market 
changes related to news events, 1935-1955, 
Common stock market abbreviations used in 
the press, and a glossary. 


332.67 Securities || Investments 57-10101 (W) 


Samstag, Nicholas. Persuasion for profit. 
Illus. by Irwin Glusker. 1957. 208p. Univ. 
of Oklahoma, $3.75. 


Defining promotion as “the procedure of dis- 
tributing as widely and persuasively as 
possible those truths which it is to your 
advantage to make known,” the director of 
promotion for Time expounds the principles 
and methods of group persuasion. Recog- 
nizing and seizing the promotion opportunity, 
basing a campaign on sound market research, 
putting to work that aggressive, devious 
quality which the author calls “the promo- 
tion instinct,” carrying out the creative proc- 
ess, and writing for persuasion are some of 
the topics which the author develops in a 
discussion that blends theory with practice. 
*301.152 301.154 Public relations || Publicity 
57-11199 


Schulke, Zelda Wyatt. A treasury of 
Christmas decorations. 1957. 128p. illus. 
Hearthside Press, Inc., 118 E. 28th St., 
N.Y. 16, paper-covered boards, $3.95. 


Both traditional and modern arrangements 
are shown in an attractive manual by an 
accredited flower-show judge and prize-win- 
ning exhibitor. Some of the designs are pho- 
tographed in stages, all are clearly explained. 
Ideas for doors, mantels, buffets, tables, and 
stairways; some outdoor suggestions are 
included. 


4394.26 Christmas decorations 57-11966 


Scott, Kenneth. Counterfeiting in colonial 
America. With a foreword by U. E. 
Baughman. 1957. 283p. illus. Oxford, $5. 


Asserting that counterfeiting was so preva- 
lent in colonial America that it seriously 
hampered trade and industry, this history in 
the human interest vein advances numerous 
instances in support of its thesis. From the 
Indians, who dyed white wampum to simu- 
late more valuable kinds, the account pro- 
ceeds to search out counterfeiters in all the 
colonies, as well as some who operated with- 
out penalty in England, Ireland, and on the 
continent. One chapter records the extra- 
legal activities of silversmiths, and one tells 
startling tales of female counterfeiters like 
the ingenious housewife whose do-it-your- 
self method utilized materials at hand. 
332.9 Counterfeits and counterfeiting—U:S. 
57-6478 


Southern Education Reporting Service. 
With all deliberate speed; segregation- 
desegregation in southern schools. Pre- 
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pared by staff members and associates of 
Southern Education Reporting Service: 
Bert Collier [and others]. Ed. by Don 
Shoemaker. 1957, 239p. Harper, $3.50. 


In reports taken largely from Southern 
School News nine journalists, an educator, 
and a lawyer impartially survey desegrega- 
tion’s progress, or lack of same, since the 
1954 Supreme Court ruling. Legal aspects, 
attitudes of Southern newspapers, religious 
denominations, and antidesegregation groups, 
trends in the Deep South and the border 
states, outbreaks of violence, the outlook in 
various urban centers and colleges, and the 
role of the school administrator are all con- 
sidered. An objective, over-all treatment in- 
teresting to read in conjunction with Dyke- 
man’s Neither black nor white, listed above, 
which presents a personalized treatment of 
the subject. 
371.974 Segregation 
Southern States 


Education— 
57-11117 (W) 


Taft, Philip. The A. F. of L. in the time 
of Gompers. 1957. 508p. Harper, $6.75. 


A detailed history of the American Federa- 
tion of Labor in its formative years under 
the leadership of Samuel Gompers describes 
the evolution of the federation’s policy and 
programs and records its problems, conflicts, 
and activities during its first four precarious 
decades. Because it deals exhaustively with 
a limited period, this history will be needed 
only in larger libraries or special collections; 
for a more general treatment see Goldberg’s 
AFL-CIO: labor united (Booxutst 53: 191, 
D 15 56). 

331.880973 American Federation of Labor 


in education 


57-6741 


Wesley, Edgar Bruce. NEA: the first hun- 
dred years; the building of the teaching 
profession. 1957. 419p. illus. Harper, $5. 
A professor of education reviews the history 
of the National Education Association on the 
occasion of its centennial by surveying some 
aspects of American education with which 
the association has been especially concerned. 
The development of high schools, normal 
schools, and teachers’ colleges, the changing 
curriculum, educational reforms, such lost 
causes as the simplified spelling movement 
and the attempt to enlist the NEA in the 
temperance crusade, and the advancement of 
education as a profession are representative 
of the areas covered. 

370.6273 National Education Association of the 
United States || Education—U.S.—Hist. 56-11918 


Wilson, Dorothy, ed. The family Christmas 
book. 1957. 178p. illus. Prentice-Hall, 
paper-covered boards, $2.95. 


An opening sketch by Elizabeth Bowen which 
depicts home coming at the Yuletide season 
sets the theme and tone of an anthology cele- 
brating the traditions and sentiments of 
Christmas as a family holiday. The 10 other 
selections, interspersed with a number of 
cartoons, are for the most part unfamiliar 
stories, suited to various moods and tastes 


and written by such well-known modern 
authors as Pearl Buck, Dorothy Canfield 
Fisher, Robert P. Tristram Coffin, and Shirley 
Jackson. A good choice for family reading. 

394.26 Christmas stories 57-14575 (W) 


500-600 NATURAL SCIENCE 
—USEFUL ARTS 


Adams, Charlotte. Ann MacGregor’s cook- 
book for frozen foods. 1957. 144p. illus. 
Random, paper-covered boards with cloth 
backbone, $2.95. 


Compiled by the food editor of Charm maga- 
zine and Amana Refrigeration’s home-eco- 
nomics staff this cookbook supplements a 
variety of recipes with tips on freezer usage, 
a chart of maximum storage times, several 
menus, and instructions on freezing sand- 
wiches, jams, and leftover foods. Useful and 
easily understood. 


641.485 Food, Frozen || Cookery, American 57-11566 


Caesar, Gene. The wild hunters; the 
wolves, the bears, and the big cats. 1957. 
252p. illus. Putnam, paper-covered boards, 
$3.75. 


The nature and habits of the principal preda- 
tors of North America—the wolf, the bear, 
and the big cats—are dramatized in a group 
of fictional and factual accounts originally 
published in sports and adventure magazines. 
The writer describes the life of these Car- 
nivora, their battles with other animals and 
occasional molestations of man, methods used 
in hunting them for sport, and the ruthless 
bounty and predator-control systems which 
have rendered them nearly extinct. Though 
conveying much information and a vehement 
conservation plea, his book is not for the 
squeamish. 

599.744  Mammals—North America Carnivora 
57-11712 (W) 


Crossfield, Henry C. Living with all your 


heart in health and disease. 
illus. Twayne, $3. 

Addressing himself to the layman a physician 
briefly describes the structure and function 
of the heart, gives rules for care of the normal 
heart during childhood, youth, and middle 
and old age, points out methods of examina- 
tion, discusses various types of heart defects 
and diseases, and views the effect of exertion, 
stress, and strain on the heart. Understand- 
able and informative. 
+616.1 Heart 


1957. 194p. 


57-14178 


Kitay, William. Overcome arthritis. 1957. 
256p. illus. Prentice-Hall, $4.95. 


Specific forms of exercise and massage and 
uses of heat at home are recommended to 
alleviate the pain of arthritis and to make 
everyday activities easier for the arthritis 
sufferer. Questions of diet, drugs, and quacks 
are also discussed and kinds of arthritis ex- 
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amined. Generally practical, medically ac- 
ceptable advice. 


616.72 Arthritis 57-12420 (W) 


One thousand metres down; true adven- 
tures under the earth [by] Jean Cadoux 
and others. 1957. 178p. illus. Barnes, pa- 
per-covered boards, $3.75. 


Enthusiastic accounts by several Frenchmen 
who in 1947 began an exploration of the 
Sornin-Sassenage cave system in the French 
Alps. Concluding with an epilog on the 
group’s record-breaking, 4,000-foot descent in 
August, 1956, the pieces center on the high 
lights of numerous beneath-the-surface trips 
but speak too of the intangible rewards of 
subterranean exploration and the group soli- 
darity necessary for such ventures. Of greatest 
interest to novice and veteran speleologists. 


551.44 Caves—France—Sassenage Gouffre Ber- 
ger 57-3874 


Schmidt, Karl Patterson and Inger, Robert 
F. Living reptiles of the world. Photos. 
by Roy Pinney [and others]. 1957. 287p. 
illus. 11% in. Hanover, $10. 

A large number of striking photographs are 
scattered throughout a comprehensive guide 
to present-day reptiles. Sections on turtles, 
the tuatara, crocodilians, lizards, and snakes 
each contain a general introduction followed 
by descriptions of families and individual 
species. Very readable and detailed enough 
to give the general reader a more than super- 
ficial introduction to the subject. 


598.1 Reptiles || Reptiles—Pictorial works 
57-9783 (W) 


Schneider, Earl and Whitney, Leon Frad- 
ley. The complete guide to tropical fishes. 
1957. 549p. illus. 10 in. Nelson, $10. 


A basic book on aquariums and tropical fishes 
of interest to both the novice and the veteran 
aquarist. A detailed discussion of the history 
and management of aquariums, fish diseases 
and parasites, feeding, and the classification 
of fish precedes a guide to many species 
which describes each fish and supplies in- 
formation on sex distinctions, breeding, dis- 
tribution, and habits. A concluding section 
on new African fishes previously appeared 
in the Aquarium j sally A comprehensive, 
readable work which complements the more 
specialized Axelrod’s Encyclopedia of tropical 
fishes (Booxuist 54:190, D 1 57). 


590.74 Tropical fish || Aquariums 57-11895 


700 FINE ARTS 


Best television plays, 1957. The Harcourt, 
Brace awards. Ed. by William I. Kaufman. 
1957. 303p. Harcourt, $5.75. 

A teacher’s decision, a father-son relation- 
ship, and a controversy centering on a dead 
American soldier in postwar Italy are among 
the situations dramatized in a high-caliber 
collection of television plays. Contents: Re- 
quiem for a heavyweight, by Rod Serling— 


Cracker money, by Steven Gethers—The tive 
dollar bill, by Tad Mosel—The trial of Poznin, 
by Alvin Boretz—Survival, by Alfred Bren- 
ner—Lee at Gettysburg, by Alvin Sapinsley— 
Thank you, Edmondo, by Mac Shoub. Listings 
of television script agencies and literary agents 
and information on the television script mar- 
kets are appended. A more basic collection 
than Burack’s Television plays for writers, 
also listed in this issue. 
792 Television plays (51-9896 ) 
Brand, Oscar. Singing holidays; the calen- 
dar in folk song. 


See note on p.232. 


Conference for National Co-operation in 
Aquatics. The science of skin and scuba 
diving: adventuring with safety under wa- 
ter. 1957. 306p. illus. Association Press, 
$3.95. 

An instructive, easily read manual for the 
novice and veteran skin and scuba diver 
written by a number of authorities at the 
request of the Conference for National Co- 
operation in Aquatics. The clear, concise 
discussions on skin and scuba diving, under- 
water physiology, breathing apparatus, first 
aid, marine life, organization of a diving club, 
and other relevant topics are supplemented 
with diagrams and a glossary. For a more 
technical treatment see The complete manual 
of free diving, below. 
797.2 Diving, Submarine 57-11601 (W) 
Farrell, James Thomas. My baseball diary. 
1957. 276p. Barnes, $3.75. 

From the time when his first baseball bat—a 
Ty Cobb Louisville slugger—was bigger than 
he was, the author has loved and followed 
baseball. Reminiscences of famous players 
like Babe Ruth, Gabby Hartnett, Tris Speaker, 
and Ed Lopat are mixed with memories of 
sand-lot games in the parks of Chicago where 
Farrell grew up. Portions of the diary are 
excerpts reprinted from various novels by 
the author. Primarily masculine appeal. 
796.357 Baseball 57-9903 (W) 


Feather, Leonard G. The book of jazz; a 
guide to the entire field. 1957. 280p. illus. 
Horizon, paper-covered boards with cloth 
backbone, $3.95. 

A musician and author of several other books 
on jazz here comments on its history, its 
leading performers, its instruments and bands, 
its hallmark of improvisation, and its probable 
future. The author’s observations on jazz and 
race and his tabulation of opinions on specific 
artists or combinations by critics and other 
performers are informative and significant. 
Bibliographical notes, a discography, and bars 
of music used in illustration round out an 
introduction to the subject for the uninitiated. 
*785.42 781.5 Jazz music 57-14546 (W) 


Groupe d’études et de 
The complete 


France. Marine. 
recherches sousmarines. 
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manual of free diving, by Philippe Tailliez 
[and others]. Tr. by Translations, New 
York. 1957. 185p. illus. Putnam, $4. 


A practical manual of information pertinent 
to diving, addressed to professional divers, 
directors and doctors responsible for safety 
conditions in underwater operations, and non- 
professional experts in underwater explora- 
tion. Seven members of the Undersea Re- 
search and Development Group of the French 
Navy, including Philippe Tailliez, Frédéric 
Dumas, and Jacques-Yves Cousteau, have 
prepared a concise but thorough exposition 
of the physiology of diving, apparatus and 
equipment, accidents and first-aid treatment, 
diving tables, and underwater photography 
See also The science of skin and scuba diving, 
above. 

797.2 Diving, Submarine 57-9524 
Smith, George Alan. Introduction to 
mountaineering. Introd. by James Ramsey 
Ullman. 1957. 128p. illus. 10% in. Barnes, 
$3.75. 

A book which achieves its author’s stated 
purpose of inculcating some of the fundamen- 
tal principles of mountaineering and convey- 
ing some sense of the enormous satisfactions 
of the sport. Presenting mountaineering as a 
blend of hiking, rock climbing, and climbing 
on ice and snow, Mr. Smith discusses clothing 
and equipment, climbing technique, the task 
of the leader, and the shadowy line that 
divides justifiable and unjustifiable risks, and 
adds some notes on mountain photography. 
Clarity of the text is echoed by the clear, 
close-up photographic illustrations. Also in- 
cludes a reading list, suggestions on places to 
climb in the U.S., a list of mountain clubs, and 
a list of guidebooks for climbers. 
796.52 Mountaineering 57-5738 (W) 
Smith, Rex, ed. Biography of the bulls; an 
anthology of Spanish bullfighting. 1957. 
384p. illus. 10% in. Rinehart, paper-cov- 
ered boards, $7.95. 

An anthology of writings by both Spaniards 
and non-Spaniards on various phases of 
bullfighting as it developed in Spain. Barnaby 
Conrad, Ernest Hemingway, Lord Byron, Sid- 
ney Franklin, Tom Lea, and Robert Ruark are 
some of the English-speaking authors; Span- 
ish writers include Federico Garcia Lorca, 
Vicente Blasco-Ibanez, and the Mexican Tio 
Carlos. Poetry, criticism, essays, fiction, and 
history, illustrated with appropriate black- 
and-white drawings from the editor’s collec- 
tion, make a handsome volume which will 
appeal to lovers of the exotic. 
791.8082 Bull-fights 57-6577 
Williams, Gluyas. The Gluyas Williams 
gallery; drawings by [the author] and his 
illus. with text by Corey Ford [and oth- 
ers]. 1957. 222p. illus. 10% in. Harper, 
paper-covered boards with cloth back- 
bone, $4.95. 


Samplings from the work of an artist whose 


drawings reflect his amused delight in and 
affection for the human species. Drawings 
from his own books of cartoons and illustra- 
tions for and selections from such books as 
Father of the bride, The camp at Lockjaw, 
and The Benchley roundup provide a pleasing 
potpourri of visual and verbal humor. 
741.5 American wit and humor, Pictorial | 
can prose literature—20th cent. 


Ameri- 
57-8184 


800 LITERATURE 


Burack, Abraham Solomon, ed. Television 
plays for writers; eight television plays 
with comment and analysis by the authors. 
With a foreword by Herbert Brodkin. 
1957. 396p. The Writer, $5. 

Variety of theme and style characterize a 
collection of complete television scripts pre- 
sented with commentaries by the authors. 
Contents: The narrow man, by Anne Howard 
Bailey—A real fine cutting edge, by Robert 
Dozier—Flight, by Horton Foote—Mock trial, 
by Edith and Samuel Grafton—The out-of- 
towners, by Tad Mosel—Tragedy in a tem- 
porary town, by Reginald Rose—Noon on 
doomsday, by Rod Serling—Honor, by Gore 
Vidal. Does not include supplementary data 
given in Best television plays, 1957, also listed 
in this issue. 

*812.5082 792 Television plays 57-13427 
Clarke, Frances Elizabeth, comp. Of cats 
and men. 1957. 250p. illus. Macmillan, 
$3.95. 


Stories, poems, vignettes, and excerpts from 
longer works, all in praise of the cat, are here 
collected by the compiler of a number of 
animal anthologies. Stage cats, bar cats, alley 
cats, barn cats, wild cats, and witches’ cats are 
among the felines delineated by such various 
authors as T. S. Eliot, Yeats, Morley, Belloc, 
Clemens, Damon Runyon, and Paul Gallico. 
The sixteen full-page illustrations of cats are 
by Foujita, Steinlen, Manet, and others. A 
minimum of objectionable anthropomorph- 
ism. Sure appeal for all cat lovers. 

*808.8 636.88 Cats in literature 57-11945 (W) 
Flesch, Rudolf Franz, ed. The book of 
unusual quotations. 1957. 338p. Harper, 
paper-covered boards with cloth back- 
bone, $3.95. 


Not intended to compete with the standard 
reference tools in the genre, but to provide 
the lecturer or writer with about 6,000 un- 
familiar quotations drawn from all manner 
of sources from Ovid to Kafka. The compiler 
has preferred three types of quotations in 
gathering his material—the paradox, the near 
paradox, and the oddity or witticism, their 
tone ranging from serious to flippant. Al- 
phabetically arranged under subject with fre- 
quent cross references; an author index is 
appended. 


*808.88 Quotations 57-8189 (W) 


Hoke, Helen, ed. The family book of hu- 
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mor. i957. 688p. illus. Hanover, $3.95. 


Contains over 200 short sketches, poems, 
stories, puzzles, and cartoons arranged under 
headings borrowed from the stock application 
form. such as name, date, place of birth, 
schvols attended, occupation, hobbies, marital 
status, and so forth. The authors include the 
well-known humorists Stephen Leacock, 
Mark Twain, O. Henry, Damon Runyon, and 
Clarence Day as well as a representative 
group of contemporary wits. Some of the 
pieces were especially written for the anthol- 
ogy. Fun to browse in or for reading aloud. 
817.082 American wit and humor American 


literature (Selections: Extracts, etc.) Riddles 
57-11422 (W) 


Lawrence, Jerome and Lee, Robert Edwin. 
Auntie Mame, a new play based on the 
novel by Patrick Dennis; with a foreword 
by Patrick Dennis. 1957. 182p. illus. Van- 
guard, paper-covered boards with cloth 
backbone, $3.50. 

Auntie Mame has lost none of her magnetism 
in a play based on the novel of the same title 
(Book.ist 51:316, Ap 1 55). Patrick’s memo- 
ries of the indomitable individual with a 
penchant for unpredictability and an un- 
quenchable love for life sparkle with a humor 
that will delight the sophisticated reader. 
812.5 57-12248 


Ruark, Robert Chester. The Old Man and 
the boy. Illus. with line drawings by 
Walter Dower. 1957. 303p. illus. Holt, 
$4.95. 

In a book which contrasts strongly with his 
recent Mau Mau novel Something of value 
(Booxutst 51:428, Je 15 55) the author re- 
creates a happy boyhood spent roaming the 
fields, woods, and lake shores of coastal North 
Carolina. His leisurely, somewhat rambling 
sketches tell how his grandfather, a mentor 
and companion, took him hunting, camping, 
and fishing, showed him the beauties of na- 
ture, and out of a lifetime’s accumulated wis- 
dom taught him the lessons of growing into 
manhood. Felicitously written reminiscences, 
imbued with humor and tenderness, which 
evoke in vivid detail the sights, sounds, and 
smells of the country. 
818.5 


Sandburg, Carl. The Sandburg range. 1957. 
459p. illus. Harcourt, $6. 

A highly satisfactory Sandburg reader com- 
piled by the author, his wife, and a member 
of the publisher’s editorial staff fulfills its 
purpose as stated in the Publisher’s note: it 
presents every aspect of his notable literary 
career, in brief compass, to the reader already 
familiar with one or more phases of his 
writing, and enables the new reader to dis- 
cover the remarkable scope of a major writer 
of our time. The excerpts reveal Sandburg as 
poet, biographer, essayist, critic, historian, 
novelist, autobiographer, storyteller for chil- 
dren, and traveling minstrel. A section of 


57-10425 (W) 


photographs, following the design suggested 
by Sandburg’s friend, the photographer Ed- 
ward Steichen, constitutes a capsule biogra- 
phy that contains the essence of Sandburg’s 
personality. 


818.5 57-12373 (W) 


900 HISTORY 


Klein, Gerda Weissmann. All but my life. 
1957. 246p. Hill & Wang, $3.95. 

Gerda Weissmann was a sensitive fifteen- 
year-old Jewish girl enjoying a normal and 
happy life when the Germans invaded Poland 
in 1939. She knew the growing fear and 
horror of mass extermination, suffered the 
loss of all her family and friends, endured the 
brutal conditions of the Nazi slave-labor 
camps, and survived the ordeal of a 1,000- 
mile march from Silesia to Czechoslovakia, 
where she was freed in 1945 by the USS. 
liberation troops. Simply and vividly written, 
this record of her experiences is a sometimes 
painful but deeply moving testament to cour- 
age and the triumph of the human spirit. 
940.5481438 World War, 1939-1945—Personal nar- 


ratives, Jewish Slave labor—Germany 
57-12226 (W) 


McElroy, John. This was Andersonville; 
the true story of Andersonville Military 
Prison as told in the personal recollections 
of John McElroy, sometime private, Co. L, 
16th Illinois Cavalry. Ed. with an introd. 
by Roy Meredith; illus. by Arthur C. 
Butts, 1v. 1957. 355p. illus., ports., map. 
1034 in. McDowell, Obolensky, paper-cov- 
ered boards with cloth backbone, $12.50. 
Presented in unbroken story form and accom- 
panied by a handful of haunting illustrations, 
the narrative revives, with only a few dele- 
tions, a journal kept by John McElroy, peace- 
time journalist, Union soldier, and survivor 
of Andersonville. In unmelodramatic, com- 
pellingly blunt prose McElroy re-creates a 
year spent in Andersonville’s desperately 
overcrowded, disease-ridden stockade and in 
three other Confederate prisons notorious for 
scanty rations, lack of medical care, and in- 
describable living conditions. Eminently qual- 
ified to tell of horror and suffering the author 
does so with a precision not meant for the 
squeamish reader. The original publication of 
1879 is edited to reduce long, tedious official 
reports; additions include an informative in- 
troduction, footnotes, and appended material 
on the postwar trial of the officer in charge of 
Andersonville. 
973.7711 Andersonville, Ga. Military Prison 
U.S.—Hist.—Civil War—Prisoners and prisons 
57-12113 


Meredith, Roy. Storm over Sumter: the 
opening engagement of the Civil War. 
1957. 214p. illus., ports., map. Simon & 
Schuster, paper-covered boards with cloth 
backbone, $3.95. 

Major Robert Anderson is the central figure 
and is sympathetically portrayed in this ac- 
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count of the fall of Fort Sumter. The back- 
ground of political and military developments 
and decisions that led to the attack are 
sketched in and the engagement itself re- 
viewed with adequate detail. Shorter than 
Swanberg’s First blood, also listed in this 
issue, it is a readable introductory narrative. 
973.7311 Sumter, Fort 57-7945 (W) 


Servan-Schreiber, Jean Jacques. Lieuten- 
ant in Algeria. Tr. from the French by 
Ronald Matthews. 1957. 23lp. Knopf, pa- 
per-covered boards with cloth backbone, 
$3.50. 


Drawn from his experiences as a recent con- 
script in Algeria a French journalist’s crystal- 
clear character sketches of various men with 
whom he served, descriptions of guerrilla 
warfare, and observations on factions within 
the French Army are all colored by his con- 
viction that the gap between Frenchman and 
Arab must be bridged by mutual trust and 
understanding rather than widened by fur- 
ther warfare. Deeply concerned because the 
latter course, with a few exceptions, is the 
one being followed, the author contends that 
France’s future will be shaped by the decision 
between moral integrity and a meaningless 
military victory. A quietly written but im- 
passioned report which speaks honestly and 
fearlessly of wrongs that must be righted be- 
fore it is too late. 

965 Algeria—Hist.—1945- 


Swanberg, W. A. First blood; the story of 
Fort Sumter. 1958. 373p. illus. Scribner, 
$5.95. 


See note on p.218. 
+973.7311 Sumter, Fort 


Thayer, Charles Wheeler. The unquiet 
Germans. 1957. 275p. illus. Harper, paper- 
covered boards with cloth backbone, $4. 


Part sociopolitical commentary, part relevant 
personal reminiscence this book explores the 
collective mind and actions of a nation cur- 
rently rising from the ashes of total defeat. 
The author, an American journalist and dip- 
lomat intimately acquainted with prewar and 
postwar Germany, writes lucidly and inform- 
atively of Hitler’s rise to power, the Allied 
occupation, the new look of today’s Germany, 
and national economic and political problems 
which concern not only Germany but the 
entire free world. Illuminating insights into 
a complex and often contradictory country. 
943.087 Germany—Hist.—Allied occupation, 1945- 
|| Germany—Soc. life & cust. || National char- 
acteristics, German 56-11088 (W) 


910 DESCRIPTION AND TRAVEL 


Freuchen, Peter and Loth, David. Peter 
Freuchen’s book of the Seven Seas. 1957. 
512p. illus. Messner, $7.50; after January 
1, $8.95. 

For note see Book.ist 54:156, N 15 57. 


+*910.45 Voyages and travels Naval history 
Ocean 57-11723 (W) 


57-14624 (W) 


57-12065 (W) 


om 


Gilliam, Harold. San Francisco Bay. 1957. 
336p. Doubleday, $4.50. 


The lighthouses, ferries, bridges, salt farms, 
shrimp boats, islands, tides, and temperatures 
of the inland bay inside California’s Golden 
Gate are intimately detailed by a feature 
writer for the San Francisco Chronicle in 
which some of the material originally ap- 
peared. Particularly interesting are the chap- 
ters about the famous bridges and the engi- 
neering feats of the men who built them. Of 
general as well as regional interest. No photo- 
graphs. The only maps are on the end 
papers. 
917.9461 
Region 


San Francisco Bay San Francisco Bay 


57-10453 


Tilman, Harold William. Mischief in Pata- 
gonia. 1957. 185p. illus. Cambridge, pa- 
per-covered boards, $3.75. 


Well known for his mountaineering accounts 
an English adventurer relates the experiences 
of a small party that sailed from England to 
southern Chile to explore the glaciers origi- 
nating in the Patagonian icecap. In spite of 
an absence of dramatic incident he makes an 
enjoyable and enlightening narrative out of 
the long voyage in Mischief, a 45-foot sailing 
vessel, and the expeditions in the still partly 
unexplored glacial regions of Chile and Ar- 
gentina. 


*910.45 Voyages and travels 57-14179 


920 OR B BIOGRAPHY 


Abernethy, Cecil. Mr. Pepys of Seething 
Lane, a narrative. 1957. 384p. McGraw- 
Hill, $6.95. 

In this third-person narrative based on Sam- 
uel Pepys’ diary the bustling life of seven- 


teenth-century London comes into sharp 
focus as does the sensual, practical, very 
likable man who in the years between 1660 
and 1669 revealed himself and his world with 
candor, sensitivity, and acuteness. The coro- 
nation of Charles II, the plague of 1665, and 
the great fire of a year later are re-created 
in small, vivid detail as are Mr. Pepys’ re- 
sponsible duties as a clerk in the Navy office, 
his turbulently happy domestic life, and his 
weakness for women and wine. A vigorous, 
historically sound chronicle for both student 
and general reader. 


B Pepys, Samuel 57-12889 (W) 


Belmont, Eleanor (Robson). The fabric of 
memory. 1957. 311p. illus. Farrar, $5.50. 
Kaleidoscopic reminiscences of the English- 
born founder of the Metropolitan Opera Guild 
touch on her theatrical career in early twen- 
tieth-century America, marriage, Red Cross 
work in World War I Europe, and her venture 
into the world of opera, but are most memo- 
rable for descriptions of and letters from such 
friends as Amy Lowell and George Bernard 
Shaw. A quietly colorful memory book re- 
vealing an articulate, cultivated, and percep- 
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tive individual. 


B Actors—Correspondence, reminiscences, etc. 
57-12412 (W) 


Brooks, Gladys. Three wise virgins. 1957. 
244p. illus. Dutton, $4. 


The lives of three nineteenth-century New 
England spinsters who dedicated themselves 
to good works are reviewed in an informal 
but overwritten book whose tone contrasts 
strangely with the reserve of the heroines. 
Dorothea Dix, crusader for the mentally ill; 
Elizabeth Peabody, pioneer in kindergarten 
work; and Catharine Sedgwick, novelist and 
worker among the poor, emerge as individuals 
but are alike in terms of backgrounds and 
an indebtedness to the friendship and teach- 
ing of Unitarian William Ellery Channing. Es- 
pecially interesting to readers and students 
of nineteenth-century literary and social his- 
e-tory. A more detailed account of one of the 
women is given in Tharp’s The Peabody sis- 
ters of Salem (Boox.ist 46:133, D 15 49). 

220.7 Dix, Dorothea Lynde Peabody, Elizabeth 
Palmer || Sedgwick, Catharine Maria 57-12754 (W) 


Crowder, Richard. Those innocent years; 
the legacy and inheritance of a hero of the 
Victorian era, James Whitcomb Riley. 
1957. 288p. illus. Bobbs-Merrill, paper- 
covered boards with cloth backbone, $4.50. 
James Whitcomb Riley, the Hoosier poet, is 
remembered in a prosaic biography which 
earnestly notes the smallest details of a rather 
uneventful life. Riley emerges as a shy, lone- 
ly, and basically unhappy person both in his 
obscure years as an itinerant sign painter and 
unpublished poet and in a later period when 
his fame was established and his homespun 
poems read throughout the U.S. Primarily for 
Riley enthusiasts. 

B Riley, James Whitcomb 57-9342 (W) 
O’Brien, John Anthony. Giants of the 
faith; conversions which changed the 
world. 1957. 316p. Hanover, $3.75. 

Six converts to Catholicism are surveyed in 
readable biographical sketches by the editor 
of Roads to Rome (Booxuist 50:370, Je 1 54). 
The ways in which St. Paul, St. Augustine, 
John Henry Newman, G. K. Chesterton, 
Orestes Brownson, and Isaac Hecker were led 
to the faith and their varied and monumental 
contributions to Catholicism are clearly out- 
lined in a book for interested Protestants as 
well as Catholic readers. 


922.2 Converts, Catholic | 57-12473 


Seaver, George. David Livingstone: his 
life and letters. 1957. 650p. ports., maps. 
Harper, $6.95. 

David Livingstone, man, doctor, missionary, 
and explorer, is studied in a fully documented 
biography drawing upon letters, journals, and 
other biographical works. His early life in 
nineteenth-century Scotland, his monumental 
work in Africa, and his persistent idealism in 


the face of numerous setbacks and disappoint- 
ments are clearly brought out. A definitive 
work of greatest interest to students of Liv- 
ingstone’s life. 


B_ Livingstone, David 57-9884 


Shepard, Ernest Howard. Drawn from 
—" 1957. 190p. illus. Lippincott, 
.75. 


In a simple but graphic narrative of his 
seventh and eighth years a British illustrator 
who gave visible form to many beloved char- 
acters of children’s literature manages to 
evoke the whole of a happy Victorian child- 
hood. Charming drawings, some drawn from 
memory and some preserved since his child- 
hood, all of them in the style familiar to 
admirers of Winnie-the-Pooh, Christopher 
Robin, and the Messrs. Toad, Mole, and 


Badger, are an indispensable part of Mr. 
Shepard’s delightful recollections of the lively 
doings revolving around himself and his older 
brother Cyril. 
B 


57-13370 (W) 


Voravan, Rudi and Knight, Ruth Adams 
(Yingling). The treasured one. 1957. 249p. 
illus. Dutton, $3.95. 

Readers of Anna and the king of Siam (Boox- 
tist 40:376, Jl 1 44) will be interested in this 
autobiography of Princess Rudivoravan, a 
granddaughter of King Mongkut. Born the 
twenty-second daughter of Prince Narathip, 
Rudivoravan spent her childhood at the fabu- 
lous Grand Palace in the City of Forbidden 
Women, received her schooling in England, 
returned to Bangkok where she married first 
a prince, then a commoner, and eventually 
became a USS. citizen broadcasting for the 
Voice of America. The story of her courageous 
search for independence contains vivid de- 
scriptions of ancient Siamese customs with 
a personal view of changing Thailand. 

B_ [915.93] Thailand—Soc. life & cust. 57-8999 (W) 


Wheatley, Vera. The life and work of Har- 
riet Martineau. 1957. 421p. illus. Essen- 
tial Books, $8. 

Despite a labored style and a fondness for 
extraneous detail the biographer succeeds in 
re-creating the life, and occasionally the per- 
sonality, of a nineteenth-century English 
bluestocking who wrote and traveled exten- 
sively, commented sagely on the American 
scene, shocked the orthodox with her free 
thought, and numbered Wordswerth, the 
Brownings, and the Carlyles among her ac- 
quaintances. Buttressed with detailed descrip- 
tions of Miss Martineau’s writings the work 
will appeal most to students of nineteenth- 
century literature and life. 


B Martineau, Harriet 57-4263 





CORRECTIONS. November 15, p.162: The cor- 
rect price for Harris, Majority of one is $3.75. 
December 1, p.195: The correct price for Fejto, 
Behind the rape of Hungary is $5.50. 
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Fiction 


Abbe, George. The winter house. 
235p. Doubleday, $3.75. 
New England earlier in the twentieth century 
provides the setting for an unpretentious 
novel centering on and related by Mark 
Latham, the son of an idealistic and underpaid 
small-town minister. In angry protest against 
a society in which he feels everything is based 
on money and social position Mark repudiates 
the Christianity of his boyhood, runs wild in 
adolescence, and turns to socialism in his 
college years. The lingering death of an older 
brother acts as a haunting minor theme in an 
unpolished, fragmentary, but effective story. 
57-13014 (W) 


1957. 


Blackwell, Louise. The men around Hur- 
ley. 1957. 191p. Vanguard, paper-covered 
boards with cloth backbone, $3.50. 
The men around Hurley, Alabama are a mixed 
lot of Negroes, whites, and Cajuns, living on 
odd jobs and hope since the shutting down 
of the village sawmill in the Depression. Be- 
tween the early 1930’s and the outbreak of the 
second World War some of them grow bitter, 
philosophize, love, and die, but all, in one 
way or another, come to terms with a lean, 
unhopeful time. Written with quiet artistry, 
these memorable interrelated sketches place 
the stamp of individuality upon each charac- 
ter and give meaning to closely linked lives 
in a remote backwoods settlement. 

57-12249 (W) 


Deasy, Mary. O’Shaughnessy’s day, a nov- 
el. 1957. 381p. Doubleday, $3.95. 

Smoothly turning in alternate chapters from 
April 28, 1922, the day of Aloysius O’Shaugh- 
nessy’s funeral, to the past, this adroitly writ- 
ten and constructed novel set in Corioli, Ohio 
explores a tangled web of family relationships 


and lives. O’Shaughnessy, a corrupt, fast- 
talking politician, and his three sons, one of 
whom is illegitimate, are, like the other less 
important characters, almost overwhelmingly 
lifelike. The inheritance of hate left by a 
jealous and scheming father is tangibly re- 
constructed as are the effects of the past upon 
the three embittered but very different young 
men who bear the O’Shaughnessy name. A 
delightfully dry Irish wit is an integral part 
of a story rich in mixed motives and emotions. 

57-11415 (W) 


Heliodorus, of Emesa. An Ethiopian ro- 
mance; tr. with an introd. by Moses Hadas. 
1957. 277p. Univ. of Michigan, $4.95. 

A new, literal translation of a third-century 
novel written in Greek by an author about 


whom nothing certain is known, although the 
translator finds internal evidence that sug- 
gests he may have been an Ethiopian gym- 
nosophist. Rhetorical, unrealistic, and senti- 
mental, this forerunner of the modern novel 
tells of Theagenes, a noble Greek, and 
Charicleia, an Ethiopian princess, both of 
whom are divinely beautiful and remain im- 
peccably virtuous and lofty throughout the 
numerous ordeals that precede their union. 
Of interest to students of literature and read- 
ers who are intrigued by literary curiosities. 

57-7744 (W) 


Hutchinson, Ray Coryton. March the ninth. 
1957. 371p. Rinehart, paper-covered boards 
with cloth backbone, $4.50. 
Dr. Reichenbach, a naturalized American 
working for the World Universities Relief 
Organization in Trieste, encounters the man 
who arranged his escape from his native 
Austria in 1939 and is persuaded to perform a 
clandestine operation on an anonymous refu- 
gee. Belatedly the doctor learns that his patient 
is a former Nazi officer responsible for revolt- 
ing atrocities, in particular the vindictive 
slaughter of 19 Yugoslavian civilians; but, hav- 
ing fallen in love with the villain’s blameless 
wife Franziska, the doctor sets aside his prin- 
ciples to aid the family until total tragedy 
overtakes them and relieves him of his self- 
imposed obligations. A quietly stated narra- 
tive, with a cumulative effect. 

57-11474 (W) 


Laughton, Charles, comp. Tell me a story; 
an anthology. 1957. 392p. McGraw-Hill, 
paper-covered boards, $5. 

Short tales, fables, legends, Bible stories, and 
extracts from novels are arranged by a well- 
known actor and professional reader under 
captions such as Haunting stories, Daydreams, 
Science fiction stories, and Tales of folly. Each 
story is prefaced by a brief comment by the 
anthologist explaining his choice or relating 
some curious information about the tale or its 
origins. Intended especially for retelling or 
reading aloud. 
Short stories 


McGivern, William P. Odds against to- 
morrow. 1957. 274p. Dodd, paper-covered 
boards with cloth backbone, $3.50. 


The place is present-day Pennsylvania and 
the main characters are Earl Slater and John 
Ingram, two participants in an unsuccessful 
bank robbery, whose flight from the police 
brings them to an isolated farmhouse for 
refuge. The suspense of the robbery and the 
manhunt is contagious but even more ab- 
sorbing is the description of the complex 
moral and emotional conflict between the two 
men, one white and one Negro, who begin as 
enemies and end as friends during the gruel- 
ing days of the hiding-out period. A fast- 
moving, understated novel which treats its 
excellently drawn characters as individuals 
rather than as stereotypes. 


57-12586 (W) 


57-11395 (W) 
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O’Meara, Walter. The devil’s cross. 1957. 
291p. Knopf, $3.95. ~ 


A readable historical novel which has as a 
backdrop the Children’s Crusade of 1212. 
Hugh de Gys, a knight in the service of Count 
Jorg of Germany, is sent in quest of Judith, 
the nobleman’s only daughter, and a partici- 
pant in the crusade. In his travels from the 
Rhineland to Italy the knight, accompanied by 
a hard-fighting monk, becomes involved in 
numerous romantic and martial situations 
since he is young and handsome, brave and 
hotheaded. After false leads and disappoint- 
ments he finds and rescues Judith and 100 
other imprisoned children who are destined 
for the slave markets of the Holy Land. Swift 
paced and populated with believable people 
and colorful, if sometimes bloodthirsty, events. 
Children’s Crusade, 1212—Fiction 57-10309 (W) 


O’Neal, Cothburn. Untold glory, a novel. 
1957. 278p. Crown, paper-covered boards 
with cloth backbone, $3.50. 


The espionage activities of Southern patriot 
Felicia Shover are here reconstructed in fic- 
tional form from letters and diaries preserved 
by her family. Mrs. Shover, former Virginia 
belle and widow of a West Point major, fell 
in love with Confederate army surgeon Rex 
Foster. Enduring the stigma of being thought 
a Tennessee Tory, she established friendly re- 
lations with Northern officers in Union-occu- 
pied Memphis and began smuggling medical 
supplies to the Confederacy. As told by the 
author of The very young Mrs. Poe (BooK ist 
52: 276, Mr 1 56) her story makes an appealing 
if undistinguished Civil War novel. 

U.S.—Hist.—Civil War—Fiction 57-12817 (W) 


Slaughter, Frank Gill. The mapmaker; a 
novel of the days of Prince Henry, the 
Navigator. 1957. 320p. Doubleday, $3.95. 


Rescued, after eight years of slavery during 
which he made several journeys to the Orient 
with his Moorish masters and learned naviga- 
tional practices as yet unknown in Europe, 
Andrea Bianco, formerly a map maker of 
Venice, placed his hard-won knowledge and 
skill at the service of Henry the Navigator 
and became responsible for discoveries in 
Africa and the New World—the former his- 
torically attested and the latter the product 
of an ingenious imagination seeking a plausi- 
ble explanation of pre-Columbian maps that 
depict the Americas with reasonable accuracy. 
Plot and dialog are trite and characters in- 
substantial, but the idea is novel and the 
descriptive passages exciting. 

Bianco, Andrea—Fiction || Henrique, o Navegador, 
Infante of Portugal—Fiction 57-12475 (W) 


Soelov’ev, Leonid Vasil’evich. The beggar 
in the harem; impudent adventures in old 
Bukhara. 1957. 255p. Harcourt, $3.50. 
A witty tale based on Turkish folklore and 
related by a Russian writer has ancient 
Bukhara as its locale and the nomad Khoja 
Nasreddin as its hero. Khoja, friend of the 


poor and lowly, is hunted but never caught 
by the pompous rulers who fear his saucy 
sagacity, envy his influence upon the masses, 
and are enraged by his constant revolt against 
all types of oppression. The vigorous prose is 
in keeping with the quick-wittedness of a 
hero who, to rescue his bride-to-be from the 
Emir’s harem, successfully masquerades as a 
favored member of the royal court. 

Nasr al-Din, khwajah—Fiction 75-5538 (W) 


Trevino, Elizabeth (Borton). Even as you 
love. 1957. 242p. Crowell, $3.50. 


Ann Colton, running away from her failing 
marriage to the expected comfort of her older 
sister Snow who is now the wife of a well-to- 
do Mexican lawyer, finds her sister frail in 
health and in need of Ann’s understanding 
and help. During the course of Snow’s diffi- 
cult pregnancy Ann, closer than ever to her 
sister and her family, has time to reassess her 
own role as a wife. The author who described 
her own Mexican marriage in My heart lies 
south (Booxuist 50:98, N 1 53) uses her 
knowledge of Mexican customs and traditions 
in a novel whose main appeal will be for 


women. 
57-11093 (W) 


Warren, Joyce. Peacocks and avarice. With 
illus. by Tony Walton. 1957. 182p. illus. 
Harper, paper-covered boards with cloth 
backbone, $3.50. 


Recalling life in a massive and gloomy English 
rectory a generation ago, the narrator depicts 
a number of peculiar relatives and Derby- 
shire eccentrics and recounts both comic and 
touching episodes involving such novel sub- 
jects as a family of peacocks, the process of 
aging cheeses, whippet racing, village bell 
ringers, and cathedral carvings of the Seven 
Deadly Sins. Although published as fiction, 
these deftly written reminiscences by the 
author of Our Glad (Boox.ist 53:359, Mr 1 
57) have the quality of an autobiographical 
account and possess a rare degree of individ- 
uality and charm. Most of the pieces original- 
ly appeared in the New Yorker. 

57-11803 (W) 


MYSTERY 
AND DETECTIVE STORIES 


Armstrong, Charlotte. The albatross. 1957. 
319p. Coward-McCann, paper-covered 
boards, $3.50. 


Short stories. 
57-10710 (W) 


Christie, Agatha (Miller). What Mrs. Mc- 
Gillicuddy saw! 1957. 192p. Dodd, paper- 


covered boards, $2.95. 
57-12135 (W) 


Eberhart, Mignon (Goed). Another man’s 


murder. 1957. 239p. Random, paper- 


covered boards, $2.95. 
57-10056 (W) 
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Gardner, Erle Stanley. The case of the 
daring decoy. 1957. 281p. Morrow, paper- 
covered boards, $2.95. 

57-10931 (W) 


Gordon, Mildred and Gordon, Gordon. 
Captive [by] the Gordons. 1957. 180p. 
Doubleday, paper-covered boards, $2.95. 
A condensed version appeared in the Ladies’ 
Home Journal. 

57-11420 (W) 


Queen, Ellery, pseud., ed. Ellery Queen’s 
awards: twelfth series; the winners of 
the Twelfth annual short-story contest 
sponsored by Ellery Queen’s Mystery 
magazine. 1957. 338p. Simon & Schuster, 
paper-covered boards with cloth back- 


bone, $3.50. 
(46-8129) (W) 


Stout, Rex. If death ever slept; a Nero 


Wolfe novel. 1957. 186p. Viking, $2.95. 
57-12614 (W) 


Series 
and editions 


Great illustrated classics. Dodd, $3.50. 
ButTier, SAMUEL. The way of all flesh. With 
illus. of the author, his environment and the 
setting of the book, together with an introd. 
-_ captions by Louis B. Salomon. 1957. 399p. 
illus. ’ 


57-12866 (W) 


Corwin, Edward Samuel. The President, 
office and powers, 1787-1957; history and 
analysis of practice and opinion. 4th rev. 
ed. 1957. 519p. New York Univ., $6.50. 


The revision covers the exercise and inter- 
pretation of the Presidential role in USS. 
affairs since 1948. The author points out that 
the general character of the work as pri- 
marily a study in American public law re- 
mains the same. 

353.03 Presidents—U:S. 
Executive power—U:S. 


Hartnoll, Phyllis, ed. The Oxford com- 
panion to the theatre. 2d ed. 1957. 887, 
32p., [64]p. of illus. Oxford, $11.50. 

Revision consists of an 18-page supplement, 
addenda and corrigenda, additional four- 
page bibliography, and 150 illustrations of 
theaters and settings. 

792.03 Theater—Dictionaries 


U.S.—Pol. & govt. || 


57-11573 


57-4568 (W) 


Harvey, Peggy. Season to taste. Introd. 
by Ilka Chase. Decorations by Warren 


Chappell. 1957. 262p. Knopf, $3.95. 


Based on the author’s When the cook’s away, 
published in 1952 by a different publisher. 
Revision has been made throughout, recipes 
rearranged, some omitted, others added, and 
most directions rewritten. A new section on 
menus is added. Remains a supplementary 
book for the cook with some experience. 

641.5 Cookery 57-10306 


Johnston, Mary. Roman life. Prepared 
under the supervision of Eleanore H. 
Cooper. 1957. 478p. illus. Scott, Fores- 
man, $5.50. 

A successor to Harold Whetstone Johnston’s 
Private life of the Romans. Much of the ma- 
terial is derived from the earlier book but is 
rearranged and frequently rewritten. An en- 
larged format and many clear, well-placed 
photographs add to the book’s attractiveness 
and usefulness with students. 


*937 913.37 Rome—Soc. life & cust. 57-14022 


Lorant, Stefan. Lincoln, a picture story 
of his life. Rev. and enl. ed. 1957. 304p. 
illus. 123%4 in. Harper, paper-covered 
boards with cloth backbone, $7.50. 

The editor states that 48 pages with over 100 
illustrations have been added and the bibliog- 
raphy brought up to date. Minor textual 
revisions have been made and mistakes and 
typographical errors corrected. 


B Lincoln, Abraham, Pres. U.S.—Iconography 
57-11110 (W) 


Sherman, William Tecumseh. Memoirs. 
2v. in one. 1957. 405, 409p. Indiana Univ., 
$8. 


One of the volumes in the publisher’s “Civil 
War centennial series.” Reprint of the orig- 
inal, with an 1l-page foreword by B. H. 
Liddell Hart. 

B U.S.—Hist.—Civil War 57-10722 
Spock, Benjamin McLane. The common 
sense book of baby and child care. New 
ed. completely rev. with illus. by 
oo Fox. 1957. 627p. illus. Duell, 
5. 


The author states that “a lot has been added 
and changed, especially about discipline, 
spoiling, and the parents’ part.” The chapter 
on twins is enlarged, that on emergency for- 
mulas reduced, and many smaller changes 
made since the 1946 edition. 
649.1 Infants—Care and hygiene 
and hygiene 


|| Children—Care 
57-11065 (W) 


Teale, Edwin Way. Dune boy; the early 
years of a naturalist. Illus. by Edward 
Shenton. Lone Oak ed. 1957. 275p. illus. 
Dodd, $4. 

Three new chapters and eight pages of photo- 
graphs have been added to this edition. 

B 57-14144 (W) 
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Books for 
young people 


A selection of books for young people 
ages 14-18 which includes both adult books 
especially suitable for this age group and 
books written for teen-agers. Check other 
sections for books which may also be useful 
in some young people’s collections. 


Borland, Hal G. The amulet. Lippincott, 
$3.50. 


A nineteen-year-old Confederate volunteer’s 
experiences on the trail from Colorado to Mis- 
souri and the outcome of his quest for adven- 
ture are narrated simply and directly in a 
novel which will appeal to mature boys. See 
also note in Boox.ist 54:167, N 15 57. 


Braddon, Russell. 
Norton, $3.95. 


Humor, gallantry, and heroism rather than 
violence and horror mark this unusual ac- 
count of an Australian girl’s experiences as a 
Resistance leader in southern France during 
World War II. Recommended for mature girls. 
See also note in Boox.ist 54:98, O 15 57. 


The White Mouse. 


Brand, Oscar. Singing holidays; the cal- 
endar in folk song. 
See note on p.232. 


Burnett, Constance (Buel). Let the best 
boat win. 
See note on p.232. 


Charlton, Warwick. The second May- 
flower adventure. Little, $4.95. 

Though long and detailed this account of the 
building of the Mayflower II and of her voy- 
age across the Atlantic will appeal to older 


boys interested in navigation and the sea. See 
also note in Booxk.tst 54:164, N 15 57. 


Conference for National Co-operation in 
Aquatics. The science of skin and scuba 
diving; adventuring with safety under 
water. 

See note on p.222. 


De Leeuw, Cateau. The given heart [by] 
Jessica Lyon [pseud.] 1957. 198p. Macrae, 
paper-covered boards with cloth back- 
bone, $2.75. 

Twenty-year-old Donna was a friendly ex- 
trovert deeply attached to and dependent 
upon her large, happy family and friends in 
the small Midwestern town where she had 


grown up, while her husband Gene, a chem- 
ical engineer, was reserved, serious-minded, 
and seemingly self-sufficient. How the young 
couple solved their problems of maturity and 
mutual adjustment after Gene’s job took them 
to the impersonal atmosphere of a New York 
City suburb forms the plot of a credible if not 
unusual junior novel by the author of Not 
for one alone (Booxtist 52: 211, Ja 15 56). 
57-12004 (W) 


Del Rey, Lester. Rockets through space. 
See note on p.232. 


Headley, Elizabeth (Cavanna). Angel on 
skis [by] Betty Cavanna. 

Suggested for purchase where additional 
teen-age girls’ stories are needed. See also 
note on p.233. 


Hyde, Margaret Oldroyd. Exploring earth 
and space; the story of the L.G.Y. 

Quite simply written but may be useful until 
a more mature survey is available. See also 
note on p.234. 


Kieran, John, ed. Treasury of great 
nature writing. Hanover, $4.95. 
Offering a wide variety of nature and nat- 
ural-science writing, this is an excellent 
anthology for occasional reading. See also 
note in Booxk.ist 54:162, N 15 57. 


Kisinger, Grace Gelvin. More than glam- 
our. 1957. 219p. Nelson, $2.75. 


After Lee Carstairs, leader of the Glenhurst 
High social set, invited Kathy McCullough to 
join her secret club, Kathy found herself 
forced to reject old friends and go against 
her convictions in order to stay in the ex- 
clusive circle. She had some unpleasant ex- 
periences and jeopardized her romance with 
honest, likable Jim Kearns before she saw 
Lee’s real nature and discovered that being 
herself was more important than achieving 
false popularity and glamor. Acceptable as 
another teen-age romance, with a subsidiary 
dramatics interest, for older girls. 

57-10022 (W) 


Maréchal, Greer. Magic for the millions. 
Yoseloff, $4.95. 
Suitable if extra material for amateur magi- 
cians is needed. See also note in BOOKLIST 
54:193, D 1 57. 


Michael, Marjorie. 
Putnam, $3.95. 


Recollections of a housewife who shared her 
husband’s experiences as a hunter and photog- 
rapher in the South African jungle. Will ap- 
peal to mature girls who enjoy adventurous 
personal narratives. See also note in Boox- 
List 54:70, O 1 57. 


I married a hunter. 


Opie, June. Over my dead body. Dutton, 
$3.50. 


This young New Zealand girl’s account of her 


230 The Booklist and Subscription Books Bulletin 











struggle to overcome complete paralysis from 
polio contains considerable clinical detail 
but is nonetheless an appealing record of in- 
domitable courage and humor. Probably most 
suitable for larger collections. See also note 
in Booxkuist 54:129, N 1 57. 


Plotz, Helen, comp. Untune the sky. Illus. 
with wood engravings by Clare Leighton. 
1957. 162p. illus. Crowell, $3.50. 


The compiler of Imagination’s other place; 
poems of science and mathematics (BOOKLIST 
52:79, O 15 55) presents a collection of poems 
on all aspects of music and the dance. Rang- 
ing from Euripides and the Bible to Ogden 
Nash and T. S. Eliot and including both 
humorous and serious verse, the selections are 
grouped into five sections, each introduced 
by a brief but provocative commentary, de- 
voted to instruments and players, songs and 
singers, composers, the dance, and the univer- 
sal power of music. A distinguished anthology, 
discriminating in content and attractive in 
format, for readers interested either in music 
or in poetry. 

808.81 Music—Poetry |! Dancing—Poetry || English 


poetry (Collections) American poetry (Collec- 
tions) 57-10285 (W) 


Rama Rau, Santha. View to the Southeast. 
Harper, $3.50. 


The writer’s account of her trip through the 
countries of southeastern Asia gives an in- 
formative personalized view of customs and 
peoples. Older group. See also note in 
Booxkuist 54:134, N 1 57. 


Scott, Jim. County-fair colt. 
See note on p.235. 


Shaler, Eleanor. Gaunt’s daughter. 1957. 
246p. Viking, $3. 


Reared in the theater by her mother after her 
actor father deserted his family to marry 
another actress, Cordelia Lovell Gaunt has 
grown up determined to find her place on the 
stage. When her mother’s death places 
seventeen-year-old Cordelia under the 
guardianship of an uncle who disapproves of 
her plans, and her father the great Richard 
Gaunt unexpectedly appears with an offer to 
direct her acting career, Cordelia faces strong 
emotional conflicts as well as some major 
decisions. Authentic background, mature 
characterization, and an appealing love in- 
terest in a well-above-average story. for 
teen-age girls. 

57-4951 (W) 


Smith, Frank Kingston. Week-end pilot. 
Random, $3.7. 


In a breezy, masculine book suitable for older 
boys the writer not only relates his own 
aviation experiences but also tells a great 
deal about flying small planes for fun. See 
also note in Booxk.uist 54:159, N 15 57. 


Smith, George Alan. Introduction to 


mountaineering. 
Recommended where material for serious 
amateur mountain climbers is needed. See 
also note on p.223. 


Voravan, Rudi and Knight, Ruth Adams 
(Yingling). The treasured one. 
See note on p.226. 


White, Hilda. Wild Decembers. 
319p. Dutton, $3.50. 


In a skillfully constructed biographical novel 
the author achieves a composite portrait of 
the Bronté family. Though focusing on 
Charlotte, whose thoughts and memories 
provide the framework for a narrative drama- 
tizing the Brontés’ isolated existence on the 
desolate Yorkshire moors, their ventures into 
the outside world, and the triumph and 
tragedy of their lives, she realizes with equal 
clarity the personalities of Emily, Anne, and 
Branwell. A study more sympathetic than 
profound which makes no attempt at literary 
criticism but will give older girls an ab- 
sorbing introduction to Jane Eyre and Wuth- 
ering Heights as well as to the Brontés. 

Bronté family—Fiction 57-8985 (W) 


1957. 


Suggested for the 


small library 


Abernethy. Mr. Pepys of Seething Lane. 225. 

Blackwell. The men around Hurley. 227. 
(fiction) 

Clarke, comp. Of cats and men. 223. _ 

Deasy. O’Shaughnessy’s day. 227. (fiction) 

Dykeman. Neither black nor white. 220. 

Hoke, ed. The family book of humor. 223. 

Klein. All but my life. 224. 

Laughton, comp. Tell me a story. 227. (fic- 
tion) 

McGivern. Odds against tomorrow. 227. (fic- 
tion) 

Ruark. The Old Man and the boy. 224. 

Sandburg. The Sandburg range. 224. 

Servan-Schreiber. Lieutenant in Algeria. 225. 

Shepard. Drawn from memory. 226. 

Voravan. The treasured one. 226. 

Warren. Peacocks and avarice. 228. (fiction) 

Wilson, ed. The family Christmas book. 221. 


Children’s books 


Brand. Singing holidays. 232. 

Burnett. Let the best boat win. 232. 

Crist. The secret of Turkeyfoot Mountain. 232. 
Del Rey. Rockets through space. 232. 

Foster. Tell me Mr. Owl. 233. 

Gordon. The light in the tower. 233. 
Guilfoile. Nobody listens to Andrew. 233. 
Hvde. Exploring earth and space. 234. 
Mason. Katie Kittenheart. 234. 

Rogers. Lens magic. 235. 
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Children’s books 


Averill, Esther Holden. Jenny goes to 
sea. Pictures by [the author]. 1957. 126p. 
illus. Harper, $2.50; library ed., $3. 


In a charmingly illustrated story which is 
equally delightful but longer and more sub- 
stantial than the other books about the 
little cat with the red scarf, Jenny Linsky 
and her two adopted brothers embark on a 
world voyage with their master. With the 
experienced ship’s cat, who has friends in 
every port, as guide the trip proves to be 
both educational and eventful; before it is 
ended the prediction that Jenny will do some- 
thing brave, made by the Zanzibar fortune- 
teller who read their paws, comes true—in 
Bangkok timid Jenny stations herself in the 
middle of the gangplank to hold the ship for 
the other cats. Ages 6-8. 


Cats—Stories 57-9261 (W) 


Baker, Laura Nelson. The friendly 
beasts; illus. by Nicholas Sidjakov. 1957. 
[23]p. illus. Parnassus Press, 33 Parnas- 
_ sus Rd., Berkeley 8, Calif., $2; paper- 
covered boards, $1.50. 


Adapted from an old English carol this is the 
story of the animals that waited in wonder 
in the stable in Bethlehem and told of the 
gifts each would give to the Christ child who 
was to be born that night in the manger. The 
appealing well-adapted story and the fresh, 
uniquely designed, richly colored pictures 
make this little book a charming addition to 
the Christmas collection. The words and 
music of the carol appear at the end of the 
book. Ages 5-8. 
Christmas—Stories 57-12731 (W) 
Brand, Oscar. Singing holidays; the cal- 
endar in folk song. Musical arrangements 
by Douglas Townsend. Illus. by Roberta 
Moynihan. 1957. 258p. illus. 11% in. 
Knopf, paper-covered boards with cloth 
backbone, $5.95. 


Ninety folk songs assembled by a popular 
folk singer to tie in appropriately with 30 
occasions in the American year—holidays, 
special days, and seasons. Among the days 
included are Father’s Day, Constitution Day, 
Passover, All Fool’s Day, Election Day, and 
Hanukkah. The. musical arrangements are 
purposely direct and simple for the amateur 
singer and pianist; indexed by song title and 
first lines and illustrated in two colors and 
in black and white. A welcome anthology 
for schools, families, and other groups. All 


Burnett, Constance (Buel). Let the best 


boat win. Illus. by John O’Hara Cos- 
grave, mm. 1957. 266p. illus. Houghton, 
$3.50. 


An absorbing biography of Nathanael Greene 
Herreshoff, American yacht designer. From 
early boyhood Nathanael possessed a passion- 
ate interest in the design, construction, and 
operation of boats and, driven by the frus- 
trated ambitions of a blind boat-building 
brother whom he assisted, accomplished tasks 
beyond a child’s capacity. This well-written, 
if repetitive, account clearly reveals the 
development and nature of Herreshoff’s per- 
sonality and genius as it traces his life in a 
devoted, talented family of which four 
children were blind, his lifelong association 
and partnership with his blind brother John, 
and his achievements in naval architecture 
and marine engineering. Junior high and high 
school. 


B_ Herreshoff, Nathanael Greene 57-7204 (W) 


Case, Bernard. The story of houses. 1957. 
47p. illus. Sterling, $2.50. 

Different kinds of houses which man has 
built to shelter himself through the ages and 
in various parts of the world are shown in 
well-drawn pictures and in accompanying 
text which is little more than captions. The 
author notes the factors—climate, region, 
knowledge of tools, availability of materials, 
mode of life—which have determined the 
particular kind of dwelling built. Thin fare 
but useful for social studies in grades 3 to 
5. The true book of houses by Katherine 
Carter (1957. 45p. Childrens Press, $2. 57- 
3240 (W)) is even slighter, less inclusive, and 
filled with generalities but may fill a need for 
children in grades 1 to 3. 

728 Houses || Architecture, Domestic 57-13321 (W) 


Crist, Eda (Szecskay) and Crist, Richard. 
The secret of Turkeyfoot Mountain. Pic- 
tures by Richard Crist. 1957. 204p. illus. 
Abelard-Schuman, $2.75. 


In search of ginseng to raise money to start a 
flock of sheep which will help finance Ron’s 
education, two Pennsylvania mountain boys 
venture into Big Swamp, a place shunned by 
the Jocal people because of the superstitions 
that have grown up around it. After some 
hair-raising experiences Ron and Alex not 
only find their ginseng but also succeed in un- 
veiling the secret of the swamp. An excep- 
tionally good adventure tale in which charac- 
ters are well defined, dialog and humor are 
natural, the mystery is sustained, and the 
atmosphere of the wild. “unwholesome” region 
is effectively conveyed. Grades 5-8. 

57-6022 (W) 


Del Rey, Lester. Rockets through space. 
Illus. by James Heugh. 1957. 118p. illus. 
10%4 in. Winston, $3.95. 

“The story of man’s preparations to explore 
the universe.”—Subtitle. Basing his specu- 
lations on scientific facts and theories a 


ages. 
784 Folk-songs || Holidays 57-5253 (W) 
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science-fiction writer here investigates the 
future world of space ships, space stations, 
and interplanetary explorations, discussing 
practical problems and exploding some of the 
unlikely ideas that have appeared in science 
fiction. The fact that the first man-made 
satellite has been launched since the writing 
of the book makes the author’s predictions 
= more fascinating and meaningful. Grades 
6-9. 


*629.14353 Space flight 57-8844 (W) 


Foster, Doris Van Liew. Tell me Mr. Owl. 
Illus. by Helen Stone. 1957. [23]p. illus. 
10% in. Lothrop, $2.75. 

With wise Mr. Owl a little boy listens to the 
mysterious sounds and views the queer-look- 
ing figures abroad on Halloween night and is 
reassured by Mr. Owl’s explanations as one 
by one he identifies the sounds and reveals 
the faces behind the masks. The pleasantly 
spooky picture book with its beautifully 
colored evocative illustrations is perfect for 
the small child who is intrigued but also a 
little frightened by Halloween goings on. 
Ages 3-5 
Halloween—Stories 56-9155 (W) 
Gilbert, Arthur and Tarcov, Oscar. Your 
neighbor celebrates. Foreword by The 
Very Reverend James A. Pike. Book de- 
sign by Ezekiel Schloss. 1957. 118p. illus. 
10%, in. Friendly House Publishers, 65 
Suffolk St., N.Y. 2, $2.50; library ed., $4. 
Incorporating, with additions and revisions, 
the contents of two pamphlets Your neighbor 
celebrates and Your neighbor worships, 
published by the Anti-Defamation League of 
B’nai B'rith, the book depicts “The way in 
which present-day American Jews celebrate 
their Holy Days and festivals, the spiritual 
import of their observances, the character of 
their synagogues and temples and the signi- 
ficance of ceremonial objects . . .”"—Introd. 
Written in a straightforward manner and 
illustrated with many clear and pertinent 
photographs; a holiday calendar and a glos- 
sary of Hebrew words are appended. Of in- 
terest to ail faiths. Grades 5-8. 


296 Jews—Religion || Festivals—Jews 
57-11732 (W) 


Gordon, Patricia. The light in the tower, 
by John Howard [pseud.] Illus. by 
Adrienne Adams. 1957. [43]p. illus. 10% 
in. Lothrop, $2.50. 

For nearly 100 years the lantern in a Maine 
island lighthouse had sent out its beams to 
guide ships and welcome home-coming fisher- 
men. Then the keeper went away and for 20 
years the tower was dark. The sensitive, true 
story and the beautiful illustrations in color 
and in black and white tell of the new family 
that came to live in the lighthouse and how 
on Christmas Eve they carried a Christmas 
tree to the tower, trimmed it, and hung up 
a lighted lantern to shine on the tree and out 
over the darkening water. Conveys not only 


the Christmas spirit but also the atmosphere 
of the sea and island through the changing 
seasons. Ages 6-10. 


Christmas—Stories || Lighthouses—Stories 
57-11650 (W) 


Goudey, Alice E. Here come the beavers! 
Illus. by Garry MacKenzie. 1957. 94p. 
illus. Scribner, $2.50. 

In this, the best of their simple true-to-life 
animal studies, and in Here come the seals!, 
listed below, author and artist describe the 
habits and behavior of beavers, fur seals, and 
harp seals through clearly written, attractive- 
ly illustrated narratives of specific animal 
families. Grades 1-3. 
599 Beavers 57-11559 (W) 


——Here come the seals! Ilus. by Garry 


MacKenzie. 1957. 93p. illus. Scribner, 
$2.50. 

See note above. 

599 Seals (Animals) 57-5169 (W) 


Grimm, Jakob Ludwig Karl and Grimm, 
Wilhelm Karl. The fisherman and his wife. 
Illus. by Madeleine Gekiere. 1957. [29]p. 
illus. 10 in. Pantheon, $2.50. 


This retelling of the tale of the flounder, the 
fisherman, and the greedy wife who de- 
manded ever greater riches and power from 
the magic fish is notable for its highly in- 
dividual pictorial interpretation. For some 
readers the distinctive modernistic line.draw- 
ings will convey remarkably well the avarice 
of the fisherman’s wife and the mood and 
wit of the story; to others the illustrations 
may seem cold and sovhisticated, inharmoni- 
ous to folk lore, and of more appeal to adults 
than to children. Examine before purchasing. 
Grades 3-5. 


398 Folk-lore—Germany 57-10233 (W) 


Guilfoile, Elizabeth. Nobody listens to 
Andrew. 1957. 27p. illus. Follett, 96c. 
A highly successful attempt to provide a good 
story in a form that first graders can read 
independently. With a controlled vocabulary 
and simple, amusing pictures in four colors 
the story recounts a little boy’s efforts to find 
an attentive ear for the important informa- 
tion he has to impart. When finally he suc- 
ceeds the results are most satisfying; everyone 
springs into action—not only his too-busy-to- 
listen family and neighbors, but firemen, 
policemen, dogcatcher, and zookeeper as well 
—for Andrew’s news concerns a real live bear 
in his bed upstairs. Ages 4-7. 

57-11019 (W) 


Headley, Elizabeth (Cavanna). Angel on 
skis [by] Betty Cavanna. Illus. by Isabel 
Dawson. 1957. 255p. illus. Morrow, $2.95. 
Envious of the carefree skiers who stayed at 
the Vermont guest house her mother operated 
to support the family and resentful over the 
lack of money that dominated her life, Angela 
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knew that wanting to learn to ski was like 
wishing for the moon. However, with make- 
shift equipment and an almost fanatic de- 
termination to learn, Angela, over a period of 
two years, became proficient in the sport and 
in the process experienced first love and grew 
in understanding and tolerance. While it is 
not the best of the author’s stories the skiing 
background and techniques recommend it to 
skiing enthusiasts. Grades 7-9. 


Skiing—Stories 57-9451 (W) 


Hyde, Margaret Oldroyd. Exploring earth 
and space; the story of the 1.G.Y. Illus. by 
Clifford N. Geary. 1957. 160p._ illus. 
Whittlesey, $3. 
The ‘author of Atoms today & tomorrow 
(Booxkuist 51:372, My 1 55) presents a fas- 
cinating survey of some of the research 
operations of the International Geophysical 
Year—what scientists are exploring and the 
information they hope to gain in this world- 
wide search for knowledge. In layman’s 
language she discusses their study of earth- 
quakes and volcanoes, the Antarctic, the 
ocean, the weather, atomic energy, the sun 
and solar energy, rocketry, space flight, 
earth satellites, and radio astronomy. In- 
formative and very readable. Junior high 
and high school. 
551 International Geophysical Year, 1957-1958 
57-10907 (W) 


Jupo, Frank. Read all about it! The story 
of news through the ages. Illus. by [the 


author]. 1957. [62]p. illus. Prentice- 
Hall, $2.95. 
Communication, particularly the gathering 


and dissemination of news, from cave paint- 
ings to television is treated simply and 
briefly by the author-artist of The sweetest 
story ever told (Boox.ist 52:488, Jl 15 56). 
The illustrations in two colors on every page 
add interest and meaning to this useful in- 
troductory account. Grades 3-6. 
384 Communication 57-11626 (W) 
Kjelgaard, James Arthur. Swamp cat. 
Illus. by Edward Shenton. 1957. 175p. 
illus. Dodd, $3. 


The protagonists in the author’s latest ad- 
venture tale are a sixteen-year-old boy who 
lives alone in the backwoods trying to make 
a living by raising muskrats in the swamp, 
and an abandoned house cat that adopts him, 
not as a master but rather as a partner. The 
narrative which alternates between Andy 
and the cat recounts suspensefully their 
difficulties and adventures as they fight for 
existence against both predatory animals and 
a human enemy. The effectiveness with which 
the swamp country and its inhabitants are 
portrayed gives evidence of the author’s love 
and knowledge of the outdoors. Grades 6-9. 

57-10167 (W) 


Liffring, Joan. Dee and Curtis on a dairy 
farm. Photos. by [the author]. 1957. 64p. 


illus. 10% in. 
boards, $2.85. 


Like the author’s Ray and Stevie on a Corn 
Belt farm (Book.ist 52: 488, Jl 15 56) this is 
more a documentary than a_ well-plotted 
story. Clear photographs and brief part-nar- 
rative, part-factual text show two children 
at work and play on a Wisconsin dairy farm 
and their visits to a cheese factory and a 
creamery. Useful as supplementary material 
for social-study units on farming, food, and 
life in the U.S. Grades 2-4. 
Farm life—Stories || Dairying—Stories 

57-11025 (W) 


Follett, paper-covered 


MacAlvay, Nora (Tully). Cathie Stuart; 
illus. by [the author]. 1957. 159p. illus. 
Viking, $2.50. 

Cathie Stuart is a ten-year-old Scottish girl 
who in 1880 lives at Falcon Hall, a big old 
house with a dungeon, near the River Tweed. 
Her secret friendship with two gypsy children 
who have come in a caravan for the fair 
brings Cathie not only the exciting adventure 
she has been craving but also uneasiness and 
complications, for gypsies are regarded with 
suspicion at home and Cathie and her sisters 
have been warned to beware of them. Al- 
though the narrative is weak in its develop- 
ment there is much here in the way of setting, 
characters. and events that is appealing. 
Grades 4-7. 


Scotland—Stories 57-14045 (W) 


Mason, Miriam Evangeline. Katie Kitten- 
heart. Illus. by Charles Geer. 1957. 131p. 
illus. Macmillan, $2.50. 


Once the dreaded first night away from home 
was over fourth-grader Katie was ready and 
eager for the new experiences that awaited 
her at Grandma’s farm home where she was 
to stay for a year. Giving up the anticipated 
social-study trip in order to rescue her kitten 
from the oven where he was drying out after 
an unexpected bath in the washing machine 
and taking charge of the primary-grade 
children marooned overnight in the school- 
house during a flood are among the doings 
winningly recounted in this agreeable story 
of a tenderhearted, responsible little girl. 
Grades 2-4. 

57-10477 (W) 


Meyler, Eileen. The Gloriet Tower. Illus. 
by Monica Walker. 1957. 131p. illus. 
Roy, paper-covered boards, $3. 

Corfe Castle where the king’s prisoners were 
housed and where the late Edward II had been 
lodged before his murder is the setting for a 
tale of romance and intrigue. Twelve-year- 
old Margaret, daughter of the warden, tells 
of her family’s unwilling part in the plot 
of conspirators to do away with ——— 
brother the Earl of Kent and of the efforts o 
her sister, her brother, and herself to savé 
him. Of even more interest than the stirring 
events of the almost entirely fictional story 
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is the vivid, detailed picture of castle life in 
fourteenth-century England. Grades 6-8. 
England—Hist.—-Stories 57-10698 (W) 


Plotz, Helen, comp. Untune the sky. 
See note on p.231. 


Rogers, Frances. Lens magic. With draw- 
ings by the author. 1957. 160p. illus. 
Lippincott, $2.75. 


The importance of the light-bending powers 
of the lens to civilization is demonstrated in 
an informative and readable account which 
traces the use and development of lenses 
through the ages—from Galileo’s spyglass to 
the 200-inch Hale telescope at Mount Palo- 
mar, from Antony van Leeuwenhoek’s simple 
microscope to the modern high-powered in- 
strument, from the camera obscura to the 
versatile camera of today. Scientific principles 
are clearly explained and the discoveries of 
scientists stimulatingly presented. Grades 6-9. 
535.81 Lenses 57-10326 (W) 


Scott, Jim. County-fair colt. 1957. 255p. 
Coward-McCann, $3. 


When small, wiry, teen-aged Ted Dawson 
becomes apprentice jockey for Eagle John- 
son, the experienced turfman acquires in Ted 
someone who can handle his newly purchased, 
promising, but unmanageable colt and Ted 
has a chance to gain stature in a job where 
his small size is his greatest asset. Ted’s 
taming of the colt, his own training under 
the expert tutelage of Eagle, and their win- 
ning of the Santa Anita Derby are told in an 
undistinguished but acceptable story which 
gives a behind-the-scenes view of racing and 
California race tracks. Grades 6-9. 

57-11721 (W) 


Shaler, Eleanor. Gaunt’s daughter. 
See note on p.231. 


Shepard, Ernest Howard. Drawn from 
memory. 
See note on p.226. 


Tudor, Tasha. Around the year. 1957. 


[48]p. illus. 7 x 9% in. Oxford, $3. 


“November brings good skating weather, 
Thanksgiving gathers us together.” Rhymed 
lines such as these along with delicately de- 
tailed pictures in soft colors and in black and 
white show, month by month, children en- 
joying holidays, special events, and changes 
in nature through the seasons. The old- 
fashioned, pastoral scenes will entice children 
who like to hear about customs and tradi- 
tions of grandmother’s and great-grand- 
mother’s day. Ages 4-7. 

57-11451 (W) 


White, Hilda. Wild Decembers. 
See note on p.231. 
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Crossfield. Living with all your heart in 
health and disease. 221. 

Crowder. Those innocent years. 


Danforth. D.A.’s man. 220. 

Deasy. O’Shaughnessy’s day. 227. 

Dee and Curtis on a dairy farm. Liffring. 234. 

De Leeuw. Given heart. 230. 

Del Rey. Rockets through space. 230, 232. 

Devil’s cross. O’Meara. 228. 

Diving, Submarine. Conference for National 
Co-operation in Aquatics. Science of skin 
and scuba diving. 222. France. Marine. 
Complete manual of free diving. 222. 

Dix, Dorothea Lynde. Brooks. Three wise vir- 


226. 


gins. 226. 
Drawn from memory. Shepard. 226, 235 
Dune boy. Teale. 229. 
Dykeman. Neither black nor white. 220. 
Eberhart. Another man’s murder. 228. 
Ellis. How to live with a neurotic. 219. 


Ethiopian romance. Heliodorus. 227. 
Even as you love. Trevifio. 228. 
Exploring earth and space. Hyde. 


Belmont. 225. 
Hoke. 223. 
Wilson. 221. 
222. 


230, 234. 


Fabrice of memory. 
Family book of humor. 
Family Christmas book. 
Farrell. My baseball diary. 
Feather. Book of jazz. 222. 
Fejts6. Behind the rape of Hungary. 226. 
First blood. Swanberg. 218, *225. 
Fisherman and his wife. Grimm. 233. 
Flesch, ed. Book of unusual quotations. 223. 
Folk-lere. Grimm. Fisherman and his wife. 
233 


Folk-songs. Brand. Singing holidays. 232. 
Foster. Tell me Mr. Owl. 233. 


France. Marine. Complete manual of free 
diving. 222. 

Freuchen. Peter Freuchen’s book of the Seven 
Seas. *225. 


Friendly beasts. Baker. 232. 
229 


Gardner. Case of the daring decoy. 29. 

Gaunt’s daughter. Shaler. 231, 235. 

Gellermann. How to make money make money. 
220. 

Germany. , Thayer. Unquiet Germans. 225. 

Giants of the faith. O’Brien. 226. 

Gilbert. Your neighbor celebrates. 233. 

Gilliam. San Francisco Bay. 225. 

Given heart. De Leeuw. 230. 

Gloriet Tower. Meyler. 234. 

Gordon, Mildred. Captive. 229. 

Gordon, Patricia. Light in the tower. 233. 





Goudey. Here come the beavers! 233. 
Here come the seals! 233. 

Great illustrated classics. 229. 

Grimm. Fisherman and his wife. 233. 


Guilfoile. Nobody listens to Andrew. 233. 


Hadley. Joy wagon. 218. 

Harriman. And the price is right. 218. 

Harris. Majority of one. 226. 

Hartnoll, ed. Oxford companion to the the- 
atre. 229. 

Harvey. Season to taste. 229. 

Headley. Angel on skis. 230, 233. 

Heart. Crossfield. Living with all your heart 
in health and disease. 221. 

Heliodorus. Ethiopian romance. 227. 

Here come the beavers! Goudey. 233. 

Here come the seals! Goudey. 233. 

Herreshoff, Nathanael Green Burnett. Let 
the best boat win. 232. 

Hoke, ed. Family book of humor. 

Holidays. Brand. Singing holidays. 

Home from the hill. Humphrey. 219. 

Houses. Case. Story of houses. 232. 

Howard, Joan, pseud. See Gordon, Patricia. 


223. 
232. 


Humphrey. Home from the hill. 219. 

Hutchinson. March the ninth. 27. 

Hyde. Exploring earth and space. 230, 234. 

I married a hunter. Michael. 230. 

If death ever slept. Stout. 229. 

Intercultural education. Cleveland. Art of 
overseasmanship. 219. 

International Geophysical Year, 1957-1958. 
Hyde. Exploring earth and space. 234. 
Introduction to mountaineering. Smith. 223, 

231. 

Investments. Gellermann. How to make 
money make money. 220. 

Jazz music. Feather. Book of jazz. 222. 
Jenny goes to sea. Averill. 232. 

Jews. Gilbert. Your neighbor celebrates. 
233. 

Johnston. Roman life. 229. 

Joy wagon. Hadley. 218. 

Jupo. Read all about it! 234. 

Katie Kittenheart. Mason. 234. 


Kieran, ed. Treasury of great nature writing. 
230. 
Kisinger. 
Kitay. Overcome arthritis. 
Kjelgaard. Swamp cat. 234. 
Klein. All but my life. 224. 
7 


Laughton, comp. Tell me a story. 227. 

Lawrence. Auntie Mame. 224. 

Lenses. Rogers. Lens magic. 

Let the best boat win. Burnett. 

Lieutenant in Algeria. Servan-Schreiber. 

Liffring. Dee and Curtis on a dairy farm. 
234. 


More than glamour. 230. 


221. 


235. 
230, 232. 


225. 


Light in the tower. Gordon. 233. 
Lincoln, Abraham. Lorant. Lincoln. 229. 
Living reptiles of the world. Schmidt. 222. 


Living with all your heart in health and dis- 


ease. Crossfield. 221. 

Livingstone, David. Seaver. David Living- 
stone. 226. 

Lorant. Lincoln. 229. 

Lyon, pseud. See De Leeuw. 

MacAlway. Cathie Stuart. 234. 

McElroy. This was Andersonville. 224. 


McGivern. Odds against tomorrow. 227. 

Magic for the millions. Maréchal. 230. 

Mapmaker. Slaughter. 228. 

March the ninth. Hutchinson. 227. 

Maréchal. Magic for the millions. 230. 

Martineau, Harriet. Wheatley. Life and work 
of Harriet Martineau. 226. 

Mason. Katie Kittenheart. 234. 

Men around Hurley. Blackwell. 227. 

Meredith. Storm over Sumter. 224. 

Meyler. Gloriet Tower. 234. 

Michael. I married a hunter. 230. 

Mischief in Patagonia. Tilman. 225. 

More than glamour. Kisinger. 230. 

Mountaineering. Smith. Introduction to 
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Farrell. 222. 
Thayer 





mountaineering. 2 
My baseball diary. 





National characteristics. Unquiet 
Germans. 225. 


National Education Association of the United 








States. Wesley NEA: the first hundred 
years. 221. 
Neither black nor white. Dykeman. 220 
Neuroses. Ellis. How to live with a neu- 
rotic. 219. 
Nobody listens to Andrew. Guilfoile. 
O’Brien. Giants of the faith. 226. 


Ocean. Freuchen. Peter Freuchen’s book of 
the Seven Seas. 225. 

Odds against tomorrow. MecGivern 22 

Of cats and men. Clarke. 223. 


Old Man and the boy. Ruark. 224. 
O'Meara. Devil’s cross. 228. 

One thousand metres down. 222 
O'Neal. Untold giory. 228. 

Opie. Over my dead body. 230. 
O’Shaughnessy’s day. Deasy. 227. 
Over my dead body. Opie. 230. 
Overcome arthritis. Kitay. 221. 


Oxford theatre. Hartnoll. 


299 


companion to the 


Peabody, Elizabeth Palmer. Brooks. Three 
wise virgins. 226 

Peacocks and avarice Warren. 228. 

Pepys, Samuel. Abernethy. Mr. Pepys of 
Seething Lane. 225 
Persuasion for profit. Samstag. 220. 
Plotz, comp. Untune the sky. 231, 235. 
Presidents. Corwin. President. 
Psychotherapy. Scott. Woman 
tis. 219. 
Public relations. 
profit. 220. 


» 





with arthri- 


Samstag. Persuasion for 





Ellery Queen's awards. 
sook of unusual quota- 


Queen, pseud., ed. 

Quotations. Flesch. 
tions. 223. 

Rama Rau. View to the Southeast 231. 

Read all about it! Jupo. 23 

Reptiles. Schmidt. Living 
world. 222. 

Riley, James Whitcomb 
nocent years. 226. 


reptiles of the 


Crowder. Those in- 


Rockets through space Del Rey. 230, 232. 
togers. Lens magic. 235. 

Rome. Johnston. Roman life. 229. 

Ruark. Old Man and the boy. 224. 


Rudivoravan. See Voravan. 
Persuasion for profit. 220 
Sandburg range. 224 
San Francisco Bay. Gilliam. 225. 

Schmidt. Living reptiles of the world. 222. 
Schneider. Complete guide to tropical fishes. 
222. 
Schulke. 
220. 
Science of skin and scuba diving. Conference 

for National Co-operation in Aquatics. 222, 
230. 
Scott, 
219. 
‘ott, Jim. 
Scott, Kenneth. 
America. 220. 
eason to taste. Harvey. 
eaver. David Livingstone. 226 
Second Mayflower adventure. Charlton. 230. 
Secret of Turkeyfoot Mountain. Crist 232. 
Sedgwick, Catharine Maria. Brooks. Three 
wise virgins. 226. 
Segregation in education. 
tion Reporting Service. 
speed. 220. 
Servan-Schreiber. 
Shaler. 
Shepard. 
Sherman. 


Samstag. 
Sandburg. 


Treasury of Christmas decorations. 


Ann, pseud. Woman with arthritis. 





County-fair colt. 231, 235. 
Counterfeiting in colonial 


229 


LR 





Southern Educa- 
With all deliberate 


Lieutenant in Algeria. 225 
Gaunt’s daughter 231, im 

Drawn from memory. 
Memoirs. 229. 





226, 








Singing holidays. Brand 

Slaughter. Mapmaker 228 

Smith, F. K. Week-end pilot. 231. 

Smith, G. A. Introduction to mountaineering 
223, 231. 

Smith, Rex, ed. 

Solov’ev. 





Biography of the bulls. 223. 
Beggar in the harem. 228. 


Southern Education Reporting Service. With 
all deliberate speed. 220. 
Southern States. Dykeman Neither black 


220 


Del Rey. 


nor white. 


Space flight. Rockets through space. 


ees 
232. 

Spock. Common sense book of baby and child 
care. 229. 

Storm over Sumter. Meredith. 224. 

Stout. If death ever slept. 229. 

Sumter, Fort. Meredith. Storm over Sum- 
ter. 224. Swanberg. First blood. 225 


Swamp cat. 
Swanberg. 


Taft. 


Kjelgaard. 23 
First blood. 218, *225. 


A. F. of L. in the time of Gompers. 221. 


Tailliez. See France. Marine. 

Teale. Dune boy. 229. 

Television plays. Best television plays, 1957. 
222. Burack. Television plays for writers 
90% 


Laughton. 227 
Foster. 2 
Treasured 


225. 


Tell me a story. 
Tell me Mr. Owl. 
Thailand. Voravan. 
Thayer. Unquiet Germans. 
Theater. Hartnoll. Oxford companion to the 
theatre. 229. 
This was Andersonville 
Those innocent years. 
Three wise virgins. Brooks. 226. 
Tilman. Mischief in Patagonia. 225 
Toynbee. Christianity among the religions 
of the world. 219. 
Treasured one. Voravan. 
Treasury of Christmas decorations. 
220. 
Treasury of 
230. 
Trevino. Even as you love. 228. 
Tropical fish. Schneider. Complete guide to 
tropical fishes. 222. 





one. 226 


McElroy. 224 
Crowder. 226. 


226, 23 


Schulke 


great nature writing. Kieran 





True book of hous Carter. In note on 
Case. 232. 

Tudor. Around the year. 235. 

U.S.—Hist.—Civil War. McElroy. This was 


Sherman. Memoirs. 
U.S.—Pol. & govt. Corwin. President. 
Unquiet Germans. Thayer. 225. 
Untold Glory. O'Neal. 228. 
Untune the sky. Plotz. 231, 
View to the Southeast. 
Voravan. Treasured one. 


Andersonville. 22 





235. 
Rama Rau. 


226, 23 





Voyages and travels. Freuchen. Peter Freu- 
chen’s book of the Seven Seas 225 Til- 
man. Mischief in Patagonia. 225. 

Warren. Peacocks and avarice. 228. 

Way of all flesh. sutler. 229. 

Week-end pilot. Smith. 23 


Wesley. NEA: the first hundred years 
What Mrs. McGillicuddy saw! Christie. 








Wheatley. Life and work of Harriet Marti- 
neau. 226. 

White. Wild Decembers. 235 

White Mouse. Braddon. 

Wild Decembers. White. 235. 

Wild hunters. Caesar. 221. 

Williams. Gluyas Williams gallery. 223 


Wilson, ed. Family Christmas 
Winter house. Abbe. 227. 
With all deliberate speed. Southern 
tion Reporting Service. 220. 
Woman with arthritis. Seott. 219 


book. 221 


Educa- 


World War, 1929-1945. Klein. All but my 
life 224 
Your neighbor celebrates Gilbert 233 
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The need for knowledge was never so great 


As the world becomes more complex, the 
importance of accurate, unbiased informa- 
tion increases. Today—more than ever 
before—reliable reference sources are 
needed to expand understanding of vital 
subjects. World Book Encyclopedia is even 
more than that. It whets the reader’s appe- 
tite for learning; encourages research; 







New reduced prices for 
schools and libraries 


and it makes facts memorable because all 
World Book articles are written to be 
retained. 

When you direct a patron to World 
Book, you can be sure, too, that he will 
find his information quickly and easily 
with a single alphabetical arrangement. 
Its rich illustrations and scientifically de- 
signed visual aids help you supply library 
service in the highest degree. Indeed, 
‘you'll find it in World Book,”’ is a phrase 
used by librarians the nation over. 


WORLD 
BOOK 


ENCYCLOPEDIA 


Field Enterprises Educational Corporation 
Merchandise Mart Plaza, Chicago 54, Iilinois 





